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Preface 



This manual is pirovide(3 for those who need 
tp know about the control statements that 
relate to the SCP (system control 
progiTamming) of DOS/VS (Disk Operating 
Systen/Virtual Storage). The manual 
consists of the following: 



The sections Ini^ie^l . Pr ocfram Load er and 
the Job _Contror describe thege general 
programs of DOS/ VS. These sections are 
of interest to anyone using the system, 
including system analysts , programmers , 
and operators. Detailed attention 
routine, job control statement, and job 
xsontrol command formats are given. 

The section POWER/VS is of interest to 
anyone who use3~xti~spooling facilities 
to decrease the execution time of unit 
record I/O- bound jobs. It fully 
describes the control statements and 
coirraands for POWER/VS. 

The sections Linkage E ditor and 
Iiibrarian are of interest to persons 
r'esponsifcile for maintaining the resident 
system. These sections fully describe 



the control statements for the linkage 
editor and librarian programs. 



The section Bystem Buff er Load 
(SYSBUFLD) is of interest to DOS/VS 
users who have an IBM 3211, 3203, or 
5203 Printers attached to their , system. 
The section describes the purpose of 
SYSBUFLD and how to use it. 

Appendix A contains a summary of job 
control statements and commands. 

Ap pendix B contains a summary. of the 
linkage editor. 

Appendix 2 contains a summary of the 
POWER/VS~^statements and commands. 



Prerequisite publication: 

DOS/ys S yst em Management Guide, 
GC33-5371 """ ~ ■ 

Related publications are listed in the 
bibliography at the back of this book- 
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Introduction 



This- manual contains descriptions of 
control statements and commands. Tfiese 
statements and commands (except those 
involving TOLTEP) are descibed in detail in 
the following chapters. 



INITIAL PROGRAM LOADER ' 

Before a job can be. entered into the system 
for execution, the supervisor must be read 
into the supervisor area of real storage 
and the job control program must be loaded 
into the virtual background partition. To 
do this, the operator starts the system by 
following the initial program load (IPL) 
procedure. 



JOB CONTROL 

After the system has been successfully 
started by means of the IPL procedure, it 
is ready to accept input for execution. 
Job control statements are entered via 
SYSRDR, job control commands via SYSLOG. 

Job control runs in any virtual partition. 
It performs its functions between jobs and 
job steps. It is not present in the 
partition while a problem program is being 
executed. 

The term END corresponc^s to the END key on 
the IBM 3210 and 3.215 Console 
Printer-Keyboards (SYSL03 for IBM 
System/370 Models 135 and 145) . 

The term ENTER corresponds to the ENTER key 
on DOC (SYSLOG for IBM SYStem/370 Model 115 
and Model 125). 

END and ENTER are used as message 
terminators on their respective systems. 
Thus, the term END/ENTER is used in this 
publication in reference to SYSLOG for the 
IBM System/370. 



i?OWER/VS 

POWER/VS is a reader/writer spooling system 
that provides automatic staging of 
unit-record input and output, class 
scheduling, and priority scheduling for all 
DOS/VS programs executed under its control. 

POWER/VS resides a,n one partition of D0S/7S 
and controls from one to four other 
oartitions, provided that these have a 
ower dispatching priority than that of the 
OWER/VS partition. POWER/VS is executed 



in virtual mode. Programs executed under 
control of POWER/VS may be executed not 
only in virtual mode but also in real mode. 

In order to perform the required functions 
concurrently, POWER/ VS is structured into a 
series of asynchronously executed tasks. 
All necessary task support is provided 
within POWER/VS and does not presuppose the 
presence of multitasking support within the 
DOS/VS supervisor. 



TOLTEP 

The Teleprocessing Online Test Executive 
Program (TOLTEP) can be considered as part 
of the IBM Virtual Telecommunications 
Access Method (VTAM) . It is started when 
VTAM is started, and shares the VfTAM 
partition as the highest priority subtask 
of VTAM. TOLTEP, VTAM, and the DOS/VS 
Online rests form the Online Test Systeit 
(OLTS) . This system allows the testing of 
terminals supported by VTAM with minimum 
interference to other programs running in 
the system. TOLTEP for VTAM functions as 
an interface between the system and the 
test programs, and provides communication 
between the TOLrEP program and any user at 
a terminal recognized by VTAM and capable 
of alphameric character input and output. 
For a more detailed description of TOLTEP 
for VTAM and the operating procedures 
available, see the publication DOS/VS_and 
OS/VS TOLTEP_for VTAM, 3C28-0663.~ 



LINKAGE EDITOR 

Prior to execution in storage, all programs 
must be placed in a core image library by 
the linkage editor. 

The linkage editor prepares a program 
for execution by editing the output of a 
language translator into core image format. 
The linkage editor also combines separately 
assembled or compiled program sections or 
subprograms into phases. 



LIBRARIAN 



DOS/VS supports four types of libraries: 

• Core image library - contains the output 
from the linkage editor (executable 
program phases) . 
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Relocatable library - contains the 
output of a language translator (object 
modules) which is usea as input to the 
linkage editor. 

Source statement library - contains 
books (source language statements, macro 
definitions, and pre-edited macro 
definitions) used as input to a language 
translator. 

Procedure library - stores procedures, 
that is, sets of system control 
statements and (optionally) SYSIPT data. 
The procedures are used to build or 
complete job streams. 



SYSTEM BUFFER LOAD (SYSBUPLD) 

SYSBUFLD is a self- relocating special 
service control processing program for 
DOS/VS users with IBM 3211, 3203, and 5203 
printers. It can be executed as a job or 
job step to load the Forms Control Buffer 
(FCB) and the Universal Character Set 
Buffer (UCB) of the 3211, 3203, and 5203. 



CONTROL STATEMENT CONVENTIONS 

The conventions used in this publication to 
illustrate centrol statements are as 
follows; 

1. Uppercase letters and punctuation marks 
(except as described in items 3 through 
5 below) represent information that 
mCist be coded exactly as shown. 

2. Lowercase letters -and terms represent 
information that must be supplied by 
the programmer. 

3. Information contained within brackets 
.[] represents an option that can be 



in,cludea or omitted, depending on the 
requirements of the program. Stacked 
options contained within brackets, for 
example 



represent alternatives, one and -only 
one o'f which may be chosen. 

U. Options contained withir^ braces {} 
represent alternatives, one of which 
must be chosen. 

5. An ellipsis (...) indicates that a 
variable number of items may be 
included. 

6. Underlined eli^roents represent an 
assumed option in the event a parameter 
is omitted. 

For this manual, alphameric characters are 
defined to include the following; A - Z, 
- 9, a, $, and #. 

in case of any difference between the 
conventions given in this manual for 
control program functions and those 
appearing in IBM-supplied DOS/VS component 
publications, observe the specific 
restrictions of the component. 



SPECIAI? DEVICES 

The following devices that are mentioned 
are not available in the United States of 
America ; 

- IBM 1270 Optical Reader/Sorter 

- IBM 1275 Optical Reader/Sorter. 
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Initial Program Loader 



Operation of DOS/VS is initiated through an 
initial program load (IPL) procedure from 
the resident disk pack, rhe first record 
on track is read into bytes 0-23 of real 
storage. The information read in consists 
of an IPL PSW and two CCWs, which in turn 
read and load the IPL. 

The wait state is entered, at which' time 
the user 'must indicate which supervisor he 
wants to be loaded. 

Operating in the supervisor state, IPL 
reads the supervifsor nucleus into low 
storage. If a read error is sensed while 
reading the supervisor nucleus, the wait 
state is entered and an error code is set 
in the first word of virtual storage. The 
IPL procedure must then be restarted. 

After successfully reading in the 
supervisor nucleus, IPL performs these 
operations : 

• Places the CPU in the EC mode. 

• sets the LUB table entry for SYSrES to 
point to the PUB entry of the channel 
and unit number of the resident drive. 

• Places the processing unit in the wait 
state with all interruptions enabled. 

(The operator then causes an interrupt, 
which in turn will cause IPL to read its 
commands from the card reader, or from 
the printer-keyboard or DOC — Display 
Operator Console.) 

• Changes the PUB configuration, if 
indicated, by ADD or DEL commands or 
control cards. 



where: 

X'cuu' = channel and unit numbers. 

k can be specified as either S or a 
decimal number from to 255: 

S indicates that the device can be 
switched (that is, physically attached 
to two adjacent channels) . The 
designated channel is the lower of the 
two. channels. 

to 255 indicates the priority of a 
device that cannot be switched, with 
indicating the highest priority. If k 
is not given, the assumed priority is 
255. 



devicetype = actual device (2t00T9, 1443, 
etc.). See type codes in 
Figure 1. 

X'ss' = device specifications (see 
X'ssss' AS3GN_Statement) . If absent, 
X'ssssss* the following values are 
assigned: 

X'20' for 9-track tapes (2400, 

3410 series) 

X'DO' for 9-track tapes t3400 

series) 

X'90' for 7 -track tapes 

X'OO' for nontapes 

X'OO', X'Ol", X'02', and X' 03' 

are invalid as X'ss' for 

magnetic tape. 

X'ss' specifies SADxxx (Set 
Address) requirements for IBM 
2702 lines: 



• Scans the PUB table to dieterrnine whether 

or not one or more IBM 3211, 3203, and 

5203 Printers are attached to the 
system. 

The following describes the IPL commands: 
ADD., CAT, DEL, DPD, and SET. 



X'OO' for SADO 

X'Ol' for SADl 

X'02' for SAD2 

X'03' for SAD3 

This information is not 
accepted on the ASSGN 
statements. 



ADD_Gomtnand 

To add a device to the PUB table, a 
command, read by the communication device 
(SYSLOG or SYSRDR), in the following format 
is required. 



ADD X'cuu' [ (k) ], devicetype 



X'ss' is required for 1270, 
1275, 1412, 1419* and 1419P 
device types. It specifies 
the external interrupt bit 
associated with magnetic ink 
or optical character readers. 
The setting X'Ol' through 
X'20' correspond to the 
external interrupt code in low 
real storage byte 87, bits 7 
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through 2 respectively. The 
corresponding external lines 
to which the control units are 
attached are as follows: 



X' 


'01' 


byte 


87 


bit 


7 


X' 


'02' 


byte 


87 


bit 


6 


X' 


'Of 


byte 


87 


bit 


5 


X' 


•08' 


byte 


87 


bit 


4 


X' 


•10" 


byte 


87 


bit 


3 


X" 


'20' 


byte 


87 


bit 


2 



The X'ss' parameter specifies 
whether or not the error 
correction feature is present 
on an IBM 1018 Paper Tape 
Punch with 2826 Control Unit 
Model 1. X'ss' can be: 

X'OO' no error correction 

feature 
X'Ol' error correction feature 

For the 370'* and the 3705, 
X'ss' is required and must be 
specified as one of the 
following: 

X'Ol' Type 1 channel adapter 
X'02' Type 2 channel adapter. 



'For the 2703 of the Model 115 
or 125^, X'ss', X'ssss', or 
X'ssssss* is used to specify 
the line mode setting for a 
Start/Stop line or a BSC line. 



The bit settings of the line 
mode specrif ication for each 
line involved are explained in 
IBM System/370 Model 115 
F unc t i ona 1 "Chirac t gristles, 
3 a53 -151 , "a nd~In IBM~~ 
Systein/370 Model 125 

3A33-1506, respectively. For 
POWER/VS RJE that uses a 2780 
or 2770 terminal, you could, 
for instance, specify 

X' 008400' for a non-switched 

line, or 
X'OOcaOO' for a switched line 

between the terminal and your 
Model 115 or 125. 



The line mode setting is not 
accepted on the ASSGN 
statement. If a one or two 
byte value is specified, the 
specified value is right- 
justified and, the rest of the. 
three bytes is filled with 
zeros. 



CAT Command 



For VSAM files, the operator can issue the 
CAT command to assign the VSAM master 
catalog (logical unit SYSCAD to a disk. 
The IPL assignment overrides a system 
generation SYSCAT assignment, if one was ' 
made, until the next IPL procedure. CAT 
may only be issued between, the SET and DPD 
statements. The CAT command is entered 
from the card reader^ the 3210, 3215, or 
the Display Operator Console'. The format 
is: 



CAT 



UNir=X'cuu' 



where cuu is the channel and unit of the 
disk to be assigned to SYSCAT. 



DEL ..Command 

To delete a device from the pub table, a 
command, read by the communication device 
(SYSLOG or SYSRDR) , in the following format 
is required: 



DEL 



X'cuu' 



where cuu is the channel arid unit numbers 
of the device to be deleted. 



DPD Command 

The DPD command defines the page data set. 
The operation code of this command must 
always be specified during the IPL 
procedure. All operands are optional; they 
need be specified only if the required 
information was not supplied during system 
generation or if changes in the definition 
are desired. The DPD command must be the 
last command entered during the IPL 
procedure. 



DPD 



rTYPE= 



m-. 



UNIT=X' cuu' ,CYL=xxx] 
VOLID=xxxx^x ] 



The bperands of the DPD command may be 
given in any order. 

TYPE TYPE=N indicates that the page data 
set need not be formatted and the 
extent limits have not been changed. 

If TYPE=N is specified but the page 
data set. does not exist or the 
extent limits have been changed, 
T¥PE=l^ is ignored and the page data 
set is formatted during- IPL. In 
this case, the UNIT and CYJj operands 
must either have been supplied 
during system generation, or they 
must be specified in the DPp 
command. 
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TYPE=F indicates that the page data 
set is to t)e formatted during I PL. 
Formatting during IPL is required if 
the page data set is to be extended 
or if it is to be reallocated. 

UNIT ONIT=X'cuu' specifies the channel 

and unit number (in hexadecimal) of 
the device that is to contain the 
page data 6et. If UNIT is speci- 
fied, CYL must also be specified. 

CYL CYL=xxx specifies the sequential 

number of the cylinder, relative to 
zero, where the page data set is to 
begin (in decimal). (The size of 
the page data set extent is 
calculated by the system. ) If CYL 
is specified, UNIT must also be 
specified. 

SYS VIS is the logical unit name of 
the page data set. It is created at 
IPL time from information provided 
by the system generation macro DPD 
and/or the IPL DPD command. The 
user specifies the beginning 
cylinder address and the system 
calculates the size of the disk 
extent which is a function of the 
VSIZE (virtual address area 
specified by the user) specification 
arid the disk device type, as 
follows: 

VSIZE = number of pages (blocks of 
2~~ 2K bytes). 

r — -^ T — ■ 1 

I Disk Device | Blocks per | 
1 Type I Cylinder | 
l.-__«__- _ ._^. _.„._ ^ 

I 2314 I 60 I 
I 3330 I IIU I 
I 3340 I 36 I 

L— . X .__J 

The allocation requires full 
cylinders. 

The IBM-supplied supervisor does not 
contain any DPD macro parameters. 
Therefore, when you IPL, you must 
enter all operands of the DPD 
command, including TYPE=F. The 
IBM-supplied supervisor has a VSIZE 
of 128K and consequently one 
cylinder on a 3330 or two cylinders 
on a 231U or 33a0 are required. 

VOLID VOLID=xxxxxx identifies the volume 

serial number (one to six alphabetic 
or numeric characters) of the disk 
pack that contains the page data 
set. If this operand is omitted 
both during system generation and in 
the DPD command, the volume serial 
number is not checked. 



SET command 



Besides the DPD command, the only 
communication required at IPL time is the 
SET command. If any ADD or DEL commands 
are required, they must precede the SET 
command. The SET command must precede the 
DPD command. ' The SET command is entered 
via the communications device (3210, 3215, 
Display Operator Console qr card reader) 
and is in the following format: 



SET [DArE=valuel,CL0CK=value2J 

f, ZONE= /eaSTI /hh/mm"l 
L' (WEST/ J 



value! - Specifies the year, month, and 
day of the month in one of tbe 
following formats (depending on 
the installation's standard 
established during system 
generation) : 

mm/dd/yy 
dd/mm/yy 

value2 - Specifies the local time-of-day 
in the format hh/mm/ss., 

EAST - Specifies that the installation 
is located at a geographical 
position east of Greenwich. 

WEST - Specifies that the installation 
is located at a geographical 
position west of Greenwich. 

hh/mm - A decimal value which indicates 
the difference in hours and 
minutes between local time and 
Greenwich Mean Time, hh may be 
in the range 0-12, mm in the 
range 0-5 9. 

The parameters that have to be specified 
with the SET command depend upon the type 
of system and the type of communications 
device used. The following groups can be 
distinguished: 



1. 



If the TDD clock is in the set state, 
the command may be given in one of the 
four possible forms: 



SET 

SET ZONE= 
SET DATE= 
SET DATE= 



, CLOCK= 
, CLOCK= 



, ZONE= 



2. 



If the TOD clock, is in the not-set 
state, the command must be given in 
either of two forms : 



SET DATE= 
SET DATE= 



,CLOCK= 
,CLOCK= 



, ZONE= 
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3. If the TOD clock is iaoperative, the 
command mUst be given in the fbjrin; 



SET DATE- ,eLpCK=* 

Ngtes; * 

!• 3210/3215/DOC;. , 

If the TOD clock is in th^ set state ,^ 
message 0I30I is printed. If the TOD 
clock is in the not-set state, mesisage 
0I31A is printed. If the TOD clock is 
inoperative, messages 0l32l.and 0I31A 
are printed. 

2» Card Recider. 

No liiessages are given. 



3. CLOCK pcirameter* 

When using the CLOCK parameter of the 
SET command, the time-of -day security 
switch must iae depressed to the ENABLE 
SET position. 



** • Df e of param ete rs . 



Although, when the TOD clock is in the 
set state, no parameters need to be 
specified with the SET command, it is 
strongly recommended to do so, for 
reasons of error recovery. 



5. The date: and time-bf-day supplied in 
the SET command for systems that have 
TOD clock support should be realistic 
values, that is, the difference between 
local time and GMT may not be more than 
twelve hours, hh may not be more than 
12, and mm may not be more, than 59. 
The time-of -day clock should always 
contain the exact time (that is the 
time that has elapsed since January 1, 
.1900, 00.00 a.m.). 



DEVICE S 

Figure 1 lists the device types available 
with DOS/VS. This figure shows the device 
t-ype codes to be used in ADD commands when 
adding devices to the system. 
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r T 

Device 

Type 

Codes 



Actual IBM Device 



+-■ 



Device Type 



2400T9 
2U00T7 
3tH0T9 
3fH0T7 
3U20T9 
3420T7 



9-track Magnetic Tape Units (2400-series) 

7-track Magnetic Tape Units (2U00-series) 

9-track Magnetic Tape Units (3400-series) 

9-track Magnetic Tape Units (3400-series) 

9-track Magnetic Tape Units (3400-series) 

7-track Magnetic Tape Units (3 4 00- series) 



Magnetic Tape Devices 



2U95TC 

liH»2liJl 

2520B1 

2596 

3525RP 

2560 
5U25 



2495 Tape Cartridge Reader 
lt»42Nl Card Read Punch 
2520B1 Card Read Punch 
2596 Card Read Punch 
3525 Card Read Punch 

(with optional read feature) 
2560 Multifunction Card Machine 
5425 Multifunction Card Unit 



Tape Cartridge Reader 
Card Read Puriches 



2501 
25'JOR 
3504 
3505 



2501 Card Reader 

25UQ Card Reader 

3504 Card Reader 

3505 Card Reader 



Card Readers 



2 54 OP 

2520B2 

1442N2 

2520B3 

3525P 



2540Card Punch 
2520B2 Card Punch 
1442N2 Card Punch 
2520B3 Card Punch 
3525 Card Punch 



Card Punches 



1403 

1403U 

1443 

2245 

3211 

5203 

5203U 

3203 

3525P 



1403 Printer 

1403 Printer with UCS feature 

1443 Printer 

2245 Kanji Printer 

3211 Printer 

5203 Printer 

5203 Printer with UCS feature 

3203 Printer 

3525 Card Punch (with optional print feature) 



Printers 



1050A 



32l6, 3215 Console Printer-Keyboards 



Printer-Keyboards 



125D 
125DP 



Model 125 Integrated Display Operator Console 
Model 125 Integrated Display Operator Consol'4 
with optional Console Printer 



Display Units 



UNSP 
UNSPB 



Unsupported Device 
Unsupported Device 



No burst mode on multiplexer channel 
Burst mode on multiplexer channel 



2311 
2314 
2314 
3330 
3330 
3340R 

3340R 

3340 

2321 



2311 Disk Drive 

2314 Direct Access storage Facility 

2319 Disk Storage Facility 

3330-1, 3330-2, or 3333-1 Disk Storage 

3350 in 3330 mode 

3340 Disk Storage with Rotational Position 

Sensing (RPS) feature 
3344 Direct Access Storage 
3340 Disk Storage without RPS feature 
2321 Data Cell -Drive 



DASD 



Figure 1. Device Type codes (Part 1 of 2) 
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r T 

Device 

Type 

Codes 



Actual IBM Device 



Device Type 



3540 



3540 Diskette Input/Output Unit 



Diskette Input/Output Units 



1419 

1419 

1419 

1419P 

1419S 



1255 Magnetic Character Reader 

1259 Magnetic Character Reader 

1419 Magnetic Character Reader 

1419 Dual Address Adapter Primary Control Unit 

1419 Dual Address Ada^Jter 

Secondary Control Unit 



MICR-Magnetic Ink Character 
Recognition Devices 



2701 
2701 

2702 
2703 
2703 

2703 

3704 

3705 

3791L 



2701 Data Adapter Unit 
Integrated Communicationo Adapter 

(Model 135) 

2702 Transmission control Unit 

2703 Transmission Control Unit 

2703 Integrated Communications Adapter 

(Models 115 and 125) 
3705 Communications Controller in 

Emulation Mode 

3704 Communications Controller in 
Network Control Mode 

3705 Communications Controller in 
Network Control Mode 

3791 Communications Controller 



Teleprocessing Lines 



SNA Cluster Controller 



2955 



2955 Data Adapter Unit 



Data Link for RETAIN 



1017 

1017TP 

2671 



1017 Pejper Tape Reader wi,th 2826 Control Unit 

Mgdel 1 
1017 Paper Tape Reader with 2826 Control Unit 

Model 2 
2671 Pciper Tape Reader 



Paper Tape Readers 



1018 
1018TP 



1018 Paper Tape Punch with 2826 Control Unit 

Model 1 
1018 Paper Tape Punch with 2826 control Unit 

Model 2 



Paper Tape Punches 



1419 
1419P 

1419S 

1287 
1288 
3881 
3886 



1270 Optical Reader sorter 

1275 Optical Readfer Sorter Primary 

Control Unit 
1275 Optical Reader Sorter Secondary 

Control Unit 

1287 Optical Reader 

1288 Optical Page Reader 
3881 Optical Mark Reader 
3886 Optical Character Reader 



Optical Readers 



2260 
3277 
3277E 



2260 Display Station or 1053 Printer 
3277 Display Station or 3284-86 Printer 
3277 Display Station or 3284-86 Printer 

running in burst mode on the MPX channel 



Display Station 



h 1 

I 7770 I 7770 

L-^ JL 



Audio Response Unit 



j Audio Response Units 

.x: — .: ,_ 



Figure 1, Device Type Codes (Part 2 of 2) 
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Job Control 



This chapter contains descriptions, 
formats, and usages of the job control 
coitimands and statements, and attention 
routine coimnands, which cire identified as 
follows: 

job control statement - JCS 

job dontrol command -^ J.CC 

attention routines - AR 



:figure 2 contains the commands and 
statements grouped by function, and also 
indicates the programs or routines for 
which they are valid. An alphabetical 
overview of all statements and commands is 
given in Appendix A. 



Formatting Statements and Commands 

JOB CONTROL STATEMENTS 



Job control Statements conform to the 
general rules for formatting DOS/VS control 
statements . 



Name. Two slashes (//) identify the 
statement as a control statement. They 
must be in columns 1 and 2. At least 
one blank must immediately follow the 
second slash. Exception ; The 
end'-of-job statement contains /£ in 
columrls 1 and 2, the end-of-data-f ile 
statement contains /♦ in columns 1 and 
2, the end- of -procedure statement 
contains /+ in columns 1 and 2, and the, 
comment statement contains * in column 1 
and blank in column 2. 



Operation. Describes the operation to 
be performed. It can be up to eight 
characters long. At least one blank 
follows its last character. 



Operand. May be b],ank or may contain 
one or more entries separated by commas. 
The last term raugt be followed by a 
blank, unless its last character is in 
column 71. Any blank within the operand 
fields, except for fields contained 
within apostrophes, is considered an 
end-of-operand indication. No further 
processing of that card occurs. 



r ■ ' --■ 


-T •-— 


-T- 


Valid for 


jType of Command 


|Oper- 


h 


T™T 


|or Statement 


jation 


|JCS| AR|JCC 




_X-. __ 


— X. 


1 X -. 


f— "——""■——"— " 


~T — ~ — ~ 


-f- 


1 f— - 


1 Job Identification 


|JOB 




X 1 1 




|/6 




X 1 1 




|/+ 




X 1 1 




_j ^_i_« 


-X. 


_i. X 




1 — " — 


t 


— -t 1 — 


1 File Definition 


1 DLAB 




X 1 1 




IDLBL 




X i 1 




1 EXTENT 




X 1 1 




ITLBL 




X- ! 1' 




ITPLAB 




X 1 1 




[VOL 




X 1 1 




1 XTENT 




X. 1 1 




|/* 




X 1 1 


j. . , — . 


-+~ ~ 


-+■ 


— + — +™ 


jpass Information 


\* 




X 1 1 


|to Operator 










_x ' . 


— X. 


L_ _J 




T 


t' 


f. .J — __ 


jpaiss Information 


[date 




X f 1 


|to Program 


JLBLTYP 




X 1 1 




1 OPTION 




X 1 1 




1 ovend 




X 1 1 X 




lUPSI 




X 1 1 




_i. . ,_ 


— X. 


___1 : x«__ 




T ' 


T 




|Job Stream Control 


1 BATCH 




1 X 1 




1 CANCEL 




1 X 1 X 




1 PAUSE 




X 1 X 1 X 




JPRTY 




1 X 1 




1 START 




1 X 1 




j.STOP 




1 1 X 




ITPBAL 




1 X 1 




JUNBATCH 




1 1 Nl 




».L. w__ . 


~X. 


_X— X 


1 Setting System 


1 ALLOC 


T 


1 "-T 

1 X 1 X 


1 Parameters 


1 ALLOCIt 




1 X 1 X 




1 SET 




1 1 X 




_X— — _ 


— X. 


___j __x___ 




T 


t- 




1 Operator 


1 ALTER 




1 X 1 


1 Communications 


1 dsply 




1 X 1 




JDUMP 




1 X 1 




JEND or 








1 ENTER keyj 


1 X 1 X 




1 ended 




1 X 1 




1 IGNORE 




1 X 1 X 




|L0G 




1 X 1 X 




|MSG 




1 X 1 




JMODE 




1 X 1 




1 newvol 




1 X 1 




1 nolog 




1 X 1 X 




JZONE 




X i 1 




_X 


_x 


.X X 


|N1 Valid only in a 


foreground partition. 



Figure 2. . JCS, JCC, and AR by Function 
(Part 1 of 2) 
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T 


— T- 


■*■"■ 




— --1 




1 




Valid 


I fori 


Type of Command 


|Oper- 


h 


— 


■T 


T—i 


or Statement 


lation 


|JC£ 


1 AF 


.|JCC| 




4. _. 


- 4-. 




1 ._ 


4. —J 




— t 


T 




t 


t ~1 


Control of I/O 


1 ASSGN 




X 




1 X 1 


System 


1 CLOSE 
1 DVCDN 
1 DVCUP 
1 HCLD 




X 




1 X 1 
1 X 1 
1 X 1 
1 X j 




ILFCB 






1 X 


1 - 1 




ILISTIO 




X 




1 X 1 




ILUCB 






1 X 


1 * 1 




|MAP 






1 X 


1 X 1 




|MTC 




X 




1 X 1 




1 RESET 




X 




1 X 1 




|ROD 








1 X 1 




|UCS 








1 X 1 




__j . 


X. 




. 1 


1 J 












•T 1 


Execution of 


lEXEC 




X 




1 X 1 


Program 


IRSTRT 




X 







L. i i X — _x_; J 

Figure 2. JCS, JCC, and AR by Function 
(Part 2 of 2) 



JOB CONTROL AND ATTENTION COMMANDS 

Job control commands and attention commands 
contain the operation code, at least one 
blank and then the specified parameters. 
The parameters are separated by commas. 
The operation code usually begins in column 
1 of the coirroand, but this is not required . 

• In contrast to job control statements 
(JCS) , which are normally entered by the 
programmer, commands (job control, and 
attention) are normally entered by the 
operator. 

• Job control command's (JCC) are issued 
between ^obs or job steps and are 
entered through SYSRDR or SYSLOG. (Job 
control statements, on the other hand, 
are usually coded as part of the input 
stream and are entered through SYSRDR.) 

,• Attention commands (AR) can be issued at 
any time by pressing the request key on 
-SYSLOG. Some of these commands can be 
issued only in a multiprogramming 
environment. 

• Some AR commands are used in conjunction 
with DOS/VS VTAM network operator 
commands. This usage is described in 
DOS/ys VTAM Network Operating 
Proc e(3 ures, GC27-0025. 



JOB CONTROL STATEMENTS SUMMARY 

All job control statements are essentially 
free form. Information starts in column 1 
and cannot extend past column 71. 
Continuation cards are not recognized by 
job control. For the exception to this 
rule, see the descriptions of the DLAB, 
,3LBL, and TPLAB statements. 



Job control normally reads from the device 
identified by the symbolic name SYSRDR. 
However, job control statements can also be 
entered through SYSLOG, or they may be 
retrieved from the procedure library, where 
they were previously cataloged. A brief 
description of the job control statements 
follows. 



ASSGN jused at execution time to assign 

I a specific device address to the 

I symbolic unit name used. 
CLOSE (closes either a system or a 

[programmer logical unit assigned 

I to tape, disk, or diskette. 
DATE I Contains a date that is put in 

I the communications region. 
DLBL^ I Contains file label information 

I for DASD or diskette label 

I checking and creation. 
EXEC I Indicates the end of job control 

I statements for a job step and 

I that a cataloged procedure is to 

I be retrieved before a job step is 

I executed. 
EXTENT^ I Defines each area, or extent, of 

ja DASD file' or diskette volume. 
JOB (Indicates the beginning of 

I control information for a job. 
LBLTYP I Defines the amount of storage to 

I be reserved at link-edit time for 

I processing tape and nonsequential 

I DASD file labels in the 

I partition. 
LISTIO I Used to get a listing of I/O 

-j assignments. Ignored by job 

1 control if SYSLST is not 

I assigned. 
MTC I Controls operations on logical 

junits to IBM 2t,00/3a00 series 

jmagnetic tapes. 
OPTION I Specifies one or more of the job 

j control options. . 
OVEND I Indicates that no more overwrite 

I statements will follow for the 

I respective procedure. 
PAUSE I Causes a pause immediately after 

1 processing this statement. 
RESET (Resets I/O assignments to the 

I standard assignments. 
RSTRT I Restarts a checkpointed program. 
TLBL*- I Contains file label information 

I for tape label checking and 

I writing. 
UPSI I (User Program Switch Indicators) 

{Allows the user to set program 

I switches that can be tested. 
ZONE j Initializes the zone field in the 

I communications region. 
/* (Indicates the end of a data file 

jor the end of a job step, 
/£ I Indicates the end of a job. 
* I Job control comments . 
/+ (Indicates the end of a procedure. 
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r ' 1 

Programming support continues for the 
following job control statements provided 
in previous versions of the system. 



DLAB^ 

TPLAB^- 

70L^ 

XTENT^ 



contains file label information 

for DASD label checking and 

creation. 

contains file label information 

for tape label checking and 

writing. 

Used when a set of label 

information for magnetic tape 

file or a DASD file is specified. 

It is not required with the 

current DLBL, EXTENT, or TLBL. 

statements. 

Defines each area, or extent, of 

a DASD file. It is used in 

conjunction with the VOL and DLAB 

statements. 



The combination of DLAB, VOL, and XTENT 
statements should not be used to supply 
the extent and label information for 
the IBM 3330, 3333, and 3340. To 
supply this information, use the DLBL 
and EXTENT statements. 

The combination of VOL and TPLAB 
statements contains file label 
information for tape label checking and 
writing. These two statements can be 
replaced by the TJLBL statement. 



Any job control statement other than these 
is recognized as an error. A message is 
issued so that the programmer or operator 
can correct the statement in error. Some 
of the errors recognized are: 

• Invalid symbolic unit name. 

• No space reserved in LUB table for a 
symbolic unit. 

• Invalid device type. 

• Invalid length of field. 

• Invalid character. 

• Missing /6 statement. 

• A volume (VOL) Sjtatement does not 
precede a label CDLAB or TPLA£) 
statement. 

• An EXTENT statement does not 
immediately follow its associated DASD 
label (DLBL) statement. 



Whenever an invalid statement is 
Indicated, the statement must be reissued 
to be effective. For example, if an 



OPTION LINK is encountered without a 
SYSLNK assignment, the OPTION statenaent 
roust be reentered after assigning SYSLNK. 



SEQUENCE OF JCS AND JCC 

The job control statements for a specific 
job always begin with a JOB statement and 
end with a /6 (end-of-job) statement. A 
specific job consists of one or more job 
st§ES- Each iob_steE is initiated by an 
EXEC statement. Preceding the EXEC 
statement are any job control statements 
necessary to prepare for the execution of 
the specific job step. The only 
limitation on the sequence of statements 
preceding the EXEC statement is that DLBL 
statements must immediately precede the 
corresponding EXTENT statements. If the 
DLBL and EXTENT statements for a private 
core image library, SYSIN, SYSIPT, SYSRDR, 
SYSLST, and/or SYSPCH are in the input 
stream (if the information is not 
contained on the label cylinder) , they 
roust precede the ASSGN SYSCLB statement. 
If the DLBL and EXTENT statements for a 
tempory SYSLNK are in the job stream, they 
should precede the OPTION LINK or OPTION 
CATAL statement. 



The LBLTYP statement is used at 
link-edit time and must precede the 
// EXEC LNKEDT statement; for 
self -relocating programs, however, it is 
submitted immediately preceding the 
// EXEC statement for the program. 



INDIVIDUAL FORMATS (JCS, JCC, AR) 

Detailed descriptions of the formats and 
functions of individual JCS, JCC, and AR 
statements and commands follow in 
alphabetic sequence. If the JCC and AR 
formats coincide, this is indicated by a 
combined heading, JCC_and_AR_Format. 
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ALLOC 



The ALLOC command (Allocate Virtual 
Address Area) permits the operator to 
allocate address space in the virtual 
address area (not already allocated to the 
shared virtual area) to foreground 
partitions. The number of bytes to be 
allocated for a foreground partition is 
specified in 2K (20U8 bytes) increments. 

Note: ALLOC cannot be specified for a 
single-partition system. 



18 DOS/VS System Control Statements 



ALLOC Fl=nK[,F2=nK] [,F3=nK] [,F'4=nK] 

The order of operands is arbitrary. At 
least one operand must be specified. The 
maximum number of operands is . one less 
than the number of partitions specified 
during system generation in the NPARTS 
parameter of the SUPVR macro. 
The value n should be an even integer. n 
must not be smaller than 64 for an active 
foreground partition. Any specification 
smaller than 64 is flagged and must be 
corrected; any uneven .specification 
greater ^han 64 is rounded up to the 
nearest even integer. 
Note also that the size of the shared 
virtual area (SVA) mu^Ji^Jae taken into 
account. (Refer to th§ SET command for 
more details;.) If VSAM is to be executed 
from the SVA, a GETVIS area of 
apprpximatiely 30K is required in the 
partition. If V6AM i? to be executed in 
the partition, a GETVIS area of 
approximately 200K is required in that 
partition. 

The following considerations apply to 
storage allocation among foreground and 
background programs that run in virtual 
mode: 

1. Allocation' of virtual partitions 
starts at the address immediately, 
preceding the SVA, which is at the 
high end of the virtual address area. 
The areas are always contiguous, with 
no gaps between the allocated 
partitions. If the size of one or 
more partitions is changed, the 
boundaries of the remaining 
partition (s) are moved accordingly. 

2. The size of the virtual background 
partition is not allocated or cttanged 
explicitly, but is changed implicitly 
by allocating or changing the size of 
one or more virtual foreground 
partitions. Storage neither allocated 
to the virtual foreground partitions 
nor to the shared virtual area 
ciutomatically belongs to the virtual 
background. The virtual background 
must always have at least 64K bytes. 
The partition can be stopped by the 
STOP command, but not unbatched by the 
UINBATCH command. 

3. The size of the virtual foreground 
partitions must always be allocated or 
changed explicitly. The size of an 
unspecified virtual foreground 
partition is ngt changed. When 
changing' the size of one or more 
virtual foreground partitions, the 
starting/ and/or ejid addresses of the 
remaining partition(s) change 



accordingly. The ALLOC command must 
therefore be used with care with 
regard to programs which are linked to 
specific load addresses and which 
cannot be relocated. 

4. To delete a virtual foreground 
partition from the system, you must 
issue an ALLOC command specifying a 
size of OK for the respective 
partition. Only an inactive partition 
can be deleted. A foreground 
partition is inactive if it has been 
unbatched (by the UNBATCH Command) or 
if it has never been activated (by the 
BATCH or START command). 

5. The maximum permissible size of the 
virtual background partition is the 
size of the virtual address area minus 
the size of the SVA specified fSr the 
system. The maximum size allowed for 
a virtual foreground partition i^ the 
size of the virtual address area minus 
64K for the virtual .background and 
minus 64K for the SVA. 

6. No allocation takes place when the 
ALLOC command would move the start 
address of a virtual partition upwards 
and/or the and address downwards "while 
a program is running in that 
partition. 

Exception: The end address' of the 
partition in which job control is 
processing an ALLOC command may be 
moved downwards so that a partition of 
64K remains. 



If the rules listed are violated, 
corresponding error messages (iPOnD or 
,lSOnD) are issued, indicating that the 
ALLOC command was rejected and that a 
correct command has to be entered. 

ALLOCR 

The ALLocr command (Allocate Real Storage) 
permits the operator to allocate the real 
address area among foreground arid back- 
ground programs, that is, to allocate real 
partitions. The number of bytes to be 
allocated is. specified in 2K increments. 

Note: ALLOCR cannot be specified for a 
single-partition system. 



JCC and AR Format 

ALLOCR BGR=nK[,FlR=nK] [,F2R=nK] 
[,F3R=nK] [,F4R=nK] 

The order of operands is arbitrary; at 
least one operand must be specified. The 
maximum number of operands is equal to the 
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number of partitions specified during 
system generation in the NPARTS parameter 
of the SOPVR macro. 



n nmst be an even integer. It may also be 
zerOi 

The following considerations apply to 
storage allocation in the real address 
area: 

1. Allocation starts at th? end of the 
supervisor. The areas kre always 
contiguous, with no gaps between the 
allocated partitions. The main page 
pool is at the high end of the real 
address area. If the size of one or 
vmore real partitions is changed, the 

Boundaries of the remaining 
partition(s> are moved accordingly. 
For this reason the ALLOCR command 
must, be handled with care with regard 
to programs that are linked to 
specific load addresses in real . 
storage and which cannot be relocated. 

Note; The maximum size of the real 
addicess area which can be allocated by 
the ALLOCR command is the area 
specified by the RSIZE parameter of 
the VSTAfi, macro a;t system generation 
(minus the size of the supervisor) or 
the real storage available xn the 
hardware system being used, (minus the 
size of the supervisor), whichever is 
smaller. 

2. The size of the page pool is not 
allocated or changed explicitly but is 
changed implicitly by allocating or 
changing the size of one or more real 
partitions. Storage not allocated to 
real partitions and not occupied by 
the supervisor belongs automatically 
to the main page pool. 

The minimum size of the main page pool 
is : 

• 18K minus the size of the smallest 
real partition if the smallest real 
partition is 18K or less and 
PFIX=NO (plus 2K if AP=YES). If 
the SDL (system directory list) is 
active, however,, the main page pool 
must, be at least 4K. 

• 18K if PFIX=YES (plus 2K if 
AP=yES) . 

• 18K if phases from the SVA are to 
be executed (plus 2K if AP=YES) . 

3. The size of each real, partition must 
, always be allocated br changed 

explicitly (including that of the real 
background par'tition) . The size of an 
unspecified real partition is not 
changed. 



The size of each real partition may be. 
changed arbitrarily; it may even be 
reduced to zero. Depending on the 
changes made, however, the boundaries . 
of adjacent partitions change. 



The size of an active real partition 
can be reduced only via the ALLQQR job 
control command. When a real 
partition is inactive, either the 
ALLOCR job control command or the 
ALLOCR attention command may ^ be used. 



The background partition is always 
active'. A foreground partition is 
inactive if it has been unbatched (by 
the UNEATCH command) or if it has 
never been batchec5 (by the BATCH or 
START command) . Otherwise it is 
active. When a partition is 
increased, either the size of another 
partition or the main page pool is 
decreased. A partition can be 
decreased only if it is inactive. 



4. A program running in a virtual 

partition may fix pages (via the PFIX 
assembler macro) only if the attached 
real partition in a multi-partition 
system has a size greater than zero. 
It may fix as many pages as the real 
partition contains page frames,. 



In a single-partition system, a 
program running in virtual mode may 
fix all pages with the exception of 
the 18K required, for the minimum main 
page poolr 



5. Real storage is not allocated when ah 
ALLOCR command would .move the start 
address of a real partition upwards 
and/or the end address downwards while 
a program is running in that 
partition, or when the real partition 
belongs to a virtual partition in 
which a program running in virtual 
mode may fix pages. 



Exception; The size of a real 
partition in whose attached virtual 
partition job c(>ntrol is processing /an 
ALLOCR command may be chatiged 
arbitrarily; it may even be reduced to 
zero. 



If the rules listed are violated, 
corresponding error messages (IPOnD or 
iSOnD) are issued, indicating that the 
ALLOCR commeind was rejected and that a 
correct coirmand has to be entered,. 



20 DOS/VS System Control Statements 



ALTER 



The ALTER command allows the operator to 
alter 1 to 16 bytes of virtual storage, 
starting at the specified hexadeciitial 
address. After the command has been 
entered and the END/ENTER key pressed, the 
hexadecimal representation of the 
information to be placed in storage should 
be entered on the device assigned to 
SYSLOG. Two hexadecimal characters (0 
through F) must be entered for each byte 
to be. changed. If an odd number of 
characters is entered, the last character 
is ignored and its associated byte is 
unaltered. 

AR_For mat 

ALTER address 

address The six-digit hexadecimal 

address, with leading zeros if 
necessary, to start storage 
alteration. 

If the specified address is 
within the supervisor area or the 



shared virtual area (SVA) , a 
message is issued and the . 
operator has the option to cancel 
or to change the address. 



If the specified address is 
within an .invalid address range, 
the command is ignored and a 
corresponding informatory message 
issued. 

If the 16 bytes to be altered 
cross the boundary from a valid 
to an invalid address space, only 
the bytes of the valid address 
space are altered and a 
corresponding informatory message 
is issued. 



ASSGN 



The ASSGN command or statement (Assign 
Logical Name) assigns a logical I/O unit 
to a physical device. Only DASD can be 
assigned to (shared by) more than one 
partition concurrently. 



The general format for the ASSGN stateroent/comirand is as follows: 



r 

I Name 



I Operation j Operand 1 



Operand 2 



j Other Operands ( Optional ) 



I 

I (blank 

I for 

I JCC) 

I 



j ASSGN 



jSYSxxx, 


IXVcuu' 


,TEMP 




1 (address-list) 


, PERM 




|0A 


,VOL=volserno 




1 IGN 


,.SHR 




1 SYSyyy 


,X'SS' 




1 device-class 


,ALT 


1 


1 device-type 
1 


,H1 
,H2 



The operands of the ASSGN card can be combined in various ways, 
broken down into groups: 

• For any device 

• For disks 

• For diskettes 

• For tapes 

• For printers 

• For card (read) punches 

• For card readers. 



The format is therefore 



The operands are processed in the sequence given for each combination. 



For_any_devi<;e 

I//] ASSGCJi! SYSxxX,(X'cuu' 

(address- list )| 

SYSyyy 

UA 

IGN 



r, TEMPI 
L, PERM J 
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For disks 



[//] ASSGN SYSxxx,/X'cuu' 

I (address-list) 
I SYSyyy 
/ DISK 
\2311 
12314 
I 3330 
V33U0 



\ r, TEMP] [ , 

I [, permJ 



VOL=volserno<a [,s'hR] 



l!2£_5i§!S§t t es 

[//] ASSGN SYSxxx, f X'cuu' 

(address-list 
I SYSyyy 
DISKETTE 
35140 



] r,TEMP] 



PERMJ 



For_ta£es 

[//] ASSGN SYSxxx, 



X'cuu' 

(address-list) 

SYSyyy 

TAPE 

2a00T7 

2400T9 

3ai0T7 

3ai0T9 

3420T7 

3420T9 



rx'ss'l r,TEMP-| [,VOL=volsernol 
L,ALT J [,: 



, permJ 



'or_2rinters 

[//] ASSGN SYSxxx, 



rx'cuu' 

(address-list) 
SYSyyy 

PRINTER 
1403 
1403U 
1443 
3203 
3211 
5203 
V5203U 



", TEMPI 
., PERMJ 



For_card__(read)._gunches 



(//] ASSGN SYSxxx, 



X'cuu' 

(address-list 

SYSyyy 

PUNCH 

1442N1 

1442N2 

2520B1 

2520B2 

2520B3 

2540P 

2560 



. r,TEMP"] 
) \ I, PERMJ 



2596 
3525P 
3525RP 
5425 



[^2] 



[ti] 
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^'-i 



For card _readers 

[//] ASSGN SYBxxx,/X'cuu' 

(address-list 
SYSyyy 

READER 

mt»2Ni 

2501 
|2520B1 
'25U0R 

2560ri.Hll 
Li.H2j 
[2596 

3504 

3505 

3525RP 

5425 



I r, TEMP] 



PERM] 



'til] 



The job control statement (// ASSGN) is 
temporary. It remains in effect only until 
the next change in assignment or until the 
end of job, whichever occurs first. The 
job control command (ASSGN) is permanent. 
It remains in effect until the next 
permanent assignment, the DVCDN command, or 
re-IPL of the system, whichever occurs 
first. A CLOSE command to a system logical 
unit on disk or the 3540 diskette also 
removes a periAanent assignment. See also 
the TEMP override of a permanent ASSGN* and 
the PERM override of a temporary ASSGN. 

At the completion of a job, a temporary 
assignment is automatically restored to the 
permanent assignment for the logical unit. 

The entries in the operand field represent 
the following. 

SYSxxx The symbolic unit name. It can be 
one of the following. (After 
supervisor generation, SYSCAT can 
only be assigned by the CAT 
command at IPL time.) 

SYSROR 

SYSIPT •♦ 

SYSIN 

SYSPCH 

SYSLST 

SYS0UT^,2 

SYSLNK 

SYSLOG 

SYSSLB 

SYSRLB 

SYSREC 

SYSCLB ^,3 

SYSnnn represents all the other 
symbolic units in the 
system. These units vary 
from SYSOOO to SYSmax, 
where SYSmax represents the 
highest numbered programmer 
logical unit available for 
the system. SYSmax is 
equal to 255 minus (number 
of partitions multiplied 



except 
a 



byl4). Each of these 
programmer logical units 
can be assigned to Mny 
partition without a 
prescribed sequence, 
when using DAM.|J, For 
given partitioni the 
maximum number of 
programmer logical units is 
equal to SYSmax minus the 
sum of all programmer 
logical ,|jnits assigned to 
other partitions. 



Notes 



1. Must be permanent assignments, 
for example, the TEMP option 
is not permitted for assigning 
these logical units. 

2. Valid for a tape unit only. 

3. only if the system permits 
private core image libraries. 

4. If SYSIPT is assigned to a 
tape unit, it should be a 
single file and a single 
volume. 

If a system logical unit is 
assigned to a tape, DASD, or 3540 
diskette, the unit should be 
closed (using the CLOSE command) 
before it can be reassigned. 

When SYSOUT is assigned, the 
magnetic tape device must not be 
the permanent assignment of either 
SYSLST or SYSPCH. Before 
assigning a tape drive to a system 
output' unit (SYSOUT, SYSLST, 
SYSPCH), all previous assignments 
of this tape drive to any system 
input 'units and to any programmer 
units (input or output) must be 
permanently unassigned. .The 
assignment of SYSOUT must always 
be permanent. For detailed 
information on the use Of SYSOUT, 
refer to chapter 5, section 
"Symbolic I/O Assignments" in the 
DpS/VS System Management. Guide, 
GC33-5371. It^is not possible to 
change the assignment of SYSLOG 
while a foreground partition is 
active. 

It SYSLNK is assigned to a 
foreground partition(s) , SYSCLB 
must also be assigned to the same 
partition (s) . Whenever the DLBL 
and EXTENT information for SYSCLB 
changes, SYSCLB must be 
reassigned. 
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X'cuu' Indicates the channel and unit 
number (in hexadecimal). 



c = to 6 for the channel 
uu= to FE (0 to 254) in 
hexadecimal 



(address-list) 

You can specify a list of up to- 
seven device addresses in the form 
X'cuu', separated by commas and 
enclosed in parentheses. In this 
case the system searches only the 
PUB entries refierenced in the 
address list for a free unit, 
starting with the first specified 
device address. Once a free unit 
is found, it is assigned to SYSxxx 
for the job in which the 
assignment is made.^ For disks, if 
SHR is specified, the first unit 
in the list is assigned, even if 
previously assigned. 

UA Indicates that the logical unit is 
to be unassigned. Any operation 
attempted on an unassigned device 
cancels the job. 

IGN For certain American National 

Standard and DOS/VS COBOL problem 
programs (for sequential input 
files), and for FORTRAN the IGN 
option unassigns the specified 
logical unit, and ignores any 
subsequent logical IOCS command 
(OPEN, (Set, etc.), issued for that 
unit. This allows you to disable 
a logical unit that is used in a 
program without removing the code 
for that unit. You can then 
execute the program as if the unit 
did not exist. This may be 
especially helpful when debugging 
a program. 

For assembler language problem 
programs, IGN indicates that the 
logical unit is to be ignored. 
With files processed by logical 
IOCS, the OPEN to the file is 
ignored, the DTF table is not 
initialized (for example, lOREG, 
extent limits), and the IGNORE 
indicator is set on in the DTF 
table. It is your responsibility 
to check this indicator and bypass 
any I/O commands (GET, PUT, etc.) 
for this file. 

The IGN option is not valid for 
SYSRDR, SYSIPT, SYSIN, and SYSCLB, 
nor for PL/I programs or QTAM 
teleprocessing devices. The ING 
option can be made temporary by 
specifying the TEMP option- 



Additional information about 
ignore is in the OP£N_jR)^ section 
of DOS/VS Su£ervisor_and_l/0 
Macros7 GC33-5373. IGN~ 
restrictions for users of American 
National Standard and DOS/VS COBOL 
and of RPG II are given in the 
associated Program Product 
publications for the processor 
being used. 



SYSyyy This may be any system or 

programmer logical unit as shown 
earlier under the description of 
SYSxxx. In this case, SYSxxx is 
assigned to the same device to 
which SYSyyy is assigned. This 
type of specification is 
particularly helpful in the case 
of disk, because the specification 
of SYSxxx, SYSyyy is considerably 
ghorter than the full 
specification. 



Example: 



// ASSGN SYSOOl, 2314, PERM, 

VOL=RAFT01,SHR 
// ASSGN SYS003,SYS001 
// ASSGN SYSLNK,SYS001' 

device-class 

In this case the specification of 
READER, PRINTER, PUNCH, TAPE, 
DISK, or DISKETTE is allowed. 
Do not, however, use a generic 
assignment for a dummy device to 
be used as input or output devices 
in a POWER/VS supported partition. 
The system searches the PUB tables 
for the fijst unassigned unit of 
the specified device-class and 
assigns it to SYSxxx. This type 
of specification might be used if 
the exact configuration of the 
installation is not known or not 
important. Fot disks, if SHR is 
specified, the first unit of the 
specified device class is 
assigned, even if previously 
assigned. If your installation 
includes 33 40 drives with and 
without the Fixed Head Featurei*, 
and you are using the 3348 Model 
7 OF Data Module or the 3344 Direct 
Access Storage, you should not use 
device- class or device-type. 
Instead, use X'cuu' (or address 
list) to specify the drives with 
the feature, so as to avoid job 
cancellation. For more 

information, see the IBM 3340 

l!iS§3 _H e a d _Fe a t ur e _Us er s_Gu i d e , 
GA26-16 3 2 or the Introduction~to 
I BM_3 3 5 _S t oraae_7~G A 2 6 -1 6 3 87 
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The specific device types to which 
each device class applies are 
listed below. 

READER 14U2N1, 2501, 2520B1, 

25U0R, 2560, 2596, 3504, 
3505, 3525RP, 5U?5 

PRINTER 1403, 1U03O, 1443, 3203, 
3211, 5203, 5203U 

PUNCH 1442Ni, 1442N^, 2520B1, 
2520B2, 2520B3, 2540P, 
2560, 2596, 3525P, 
3525RP, 5425 

TAP| 2400T7, 2400T9, 3410T7, 
3410T9, 3420T7, 3420T9 

DIS!K 2311, 2314/2319, 

3330/3333, 3340, 3340R 

DISKETTE 3540 



r 1 ■ — :- 

JPUB Table | Search 


Ord 


er for 




1 1 Specif ication 






L ^ J. ^ 










r T T T — 




~T 


- r- - 




jPhys.JDev. j Tapej 2400Ty |X 


380 


, X'381', 


i Unit 1 Type | | 




|x 


183 


', X'284' 


^ + 1 ^._. 





-+- 




. ■_, _ 


1 181 |2400r9| 1 1 


1 








1 182 1 2400191 2 | 


2 








1 183 |2400T9| 3 | 


3 






3 


1 281 |2400r7| 4 | 










1 282 |2400T7| 5 | 










1 283 |2400T9| 6 | 


4 








1 284 |2400r9| 7 | 


5 






4 


1 380 |3410T9| 8 | 








1 


1 381 |3410T9| 9 1 








2 


1 382 |3420T9| 10 | 










1 383 |3420T9| 11 | 











L ± — , — X^. i ___X J 



Figure 3. How the PUB Table is Scanned 



device-type 

This can be the device code of any 
supported device- type, such as 
2400T9 or 3525RP. In this case. 
. the PUB table of the specified 
device-type is searched for the 
first free unit. When a free unit 
is found, it is assigned to 
SYSxxx. Use this specification if 
you are interested only in the 
specific type of device, and not 
in the physical unit. For disks, 
if SHR is specified, the first 
unit of the specified device-type 
is assigned, even if previously 
assigned. If yotir installation 
includes 3340 drives with and 
without the Fixed Head Feature, 
and you are using the 3348 Model 
70F Data Module or the 3344 Direct 
Access Storage, you should not use 
device-class or device-type. 
Instead, use X'cuu' (or address 
list) to specify the drives with 
the feature, so as to avoid job 
cancellation. For more 
information, see the IBM 3 340 

3A26-1632 or~the~IntroductIon to 
IBM_3350_Stora3e, GA26-16387" 



Figure 3 shows an example of how 
the PUB table is scanned with 
different types of tape 
specifications in the ASSGN 
statement/coimmand . 



X'ss' Device specifications (used to 

specify mode settings for 7-track 
and ^-tracJc magnetic tapes) * If 
X'ss* is not specified at system 
generation time or at IPL time, 
the system assumes X' 90 'for 
7-tr;ack tapes and X'CO* for 
9-tr?ack tapes, except for the 3420 
for which X'DO' is assumed, 
specifying the maximum byte 
dengity for the device. CO is the 
norinal reset mode for a 9-track 
tap^ unit and specifies the 
maximum byte density for that 
device. cS is an alternate mode 
setting for 9-track dual density 
tapes only. For 800 BPI single 
density 9-track tape, A specifica- 
tion of C6 reduces the time 
required to OPEN an output file. 



The standard mode is entered in 
the PUB table at system generation 
or at IPL time; If the mode 
setting (different from, or the 
same as the standard mode) is 
specified in a temporary ASS3N 
statement, it becomes the current 
modfe setting and is entered as 
such in the PUB table. When the 
current job ends, the standard 
mode is restored in the PUB table. 
The mode specification in a 
permanent ASSGN becomes the 
standard mode. If the X'ss* 
parametei; is not specified for a 
jobji the mode is the same as the 
startdard mode. 
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The specif icatipns are; 



ALT 





Bytes 


Trans- 








per 




late* 


Convert 




ss 


Inch 


Parity 


Feature 


Feature 




10 


200 


odd 


off 


~on 




20 


200 


even 


off 


off 




28 


200 


even 


on 


off 




30 


200 


odd 


off 


off 




38 


200 


odd 


on 


off 




50 


556 


odd 


off 


on 




60 


556 


even 


off 


off 


HI 


68 


556 


even 


on 


off 




70 


556 


odd 


off 


off 




78 


556 


odd 


on 


off 




90 


800 


odd 


off 


on 




AO 


800 


even 


off 


off 


H2 


A8 


800 


even 


on 


off 




BO 


800 


odd 


off 


off 




B8 


800 


•odd. 


on 


off 




CO 


1600 


single 


density 


9-track 




CO 


1600 


dual density 9- 


-track 




C8 


800 


single 


density 


9-track 




C8 


800 


dual density 9- 


-track - 




DO 


6250 


single 


density 


9-track 




DO 


6250 


dual density 9- 


-track 




";Ote: The first 15 entries in 




this table are ^ 


i^alid only for 


PERM 


7-track t 


:ape. The last 


six 


TEMP 



entries are valid only for 9-track 
tape. 



In order to read a 7-track tape 
backwards, you must "first c;:eate 
ch;i tape file with the data 
convert feature off. 

Also, under certain conditions, 
you are responsible for settiofl 
the mode of the tape to be 
processed. When using PIOCS with 
dual density tape units, a mode 
set must be issued if a mode is 
desired other than the one in 
which the tape was previously 
written. You should position the 
tape at LOAD POINT and issue a 
SET MODE command, followed b'y a 
WRITE command. 



Indicates an alternate magnetic 
tape unit that is used when the 
capacity of the original 
assignment is reached. The 
specifications for the alternate 
unit are the same as those of the 
original unit. The character- 
istics of the alternate unit must 
be the same as \hose of the 
original unit. The original 
assignment and an alternate 
assignment must both be permanent 
or temporary assignments. 
Multiple alternates can be 
assigned to a symbolic unit. 



WheaSYSIPT is assigned to a 
magnetic tape device, the file may 
not be multivolume. 



If the original unit is reassign- 
ed, the alternate unit roust also 
be reassigned. The ALT operand is 
invalid for SYSRDR, SYSIPT, SYSIN, 
SYSLNK, SYSCLB, and SYSLOG. 

Indicates that input hopper one 
will be used for input on the 2560 
or 5425. If neither HI nor H2 is 
specified, HI is assumed. 

Indicates that input hopper two 
will be used for input on the 2 560 
or 5U25. Note that hopper 
specifications are significant 
only for device independent files 
associated with the logical units 
SYSIPT, SYSRDR, SYSIN, and SYSPCH. 
.In all. .other cases they are 
ignored. If both hoppers are 
used, they roust be assigned to the 
same partition. 

Indicates whether the assignment 
should be permanent (PERM) or 
temporary (TEMP). It is thus 
possible to override the // 
specification or omission. 



VOL=volserno 

Specifies the volume serial number 
of the device required. This 
option may be specified only for 
tapes and disks. 

If VOL is specified, the system 
searches for the first free unit 
in the requested sequence ancl 
checks the volume label to see if 
the required disk or tape is 
mounted. If not, the next free 
unit is checked, and so on until 
the proper volume serial number is 
found or until the end of the 
specified sequence is reached. 
The requested volume roust be 
mounted on the unit specified in 
the message 1T50A MOUNT nnnnnn ON 
X'cuu' 

Note: In a mixed device 
configuration, specification of 
TAPE, VOL or DISK, VOL may cause the 
system to issue a request for a 
volume to be mounted on the first 
device that becomes available. 
Thus, the system may request a 
9-track tape to be mounted on a 
device that can only accommodate 
7-track tapes. Likewise, a 
request may be issued for a 2316 
disk pack to be mounted on a 33 30 
or 3340. 
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SHR This option can be specified only 
for disk devices and has meaning 
only in combination with 
address-list, device-class, and 
device- type (see corresponding, 
discussions). If the option is 
not specified, the system assigns 
the unit to a private disk device. 
Therefore, unless a private device 
is required, it is recommended to 
use the SHR operand in combination 
with generic assignments. 



BATCH 

The BATCH command (Start or Continue 
Processing) serves; to start or continue 
processing in one of the foreground 
partitions or to continue processing m the 
background "partition. The function of the 
BATCH command is exactly the same as that 
of the START command. If the specified 
partition is available, job control reads 
the operator's next command from SYSLOG. 
When the operator desires to give control 
to another command input device, he makes 
an assignment to SySRDR or SYS IN, and 
presses the END or ENTER key. 



JCC Format 



CANCEL 



AR_Forroat 

BG' 
Fl| 
CANCEL ^ F2 

F3 
FU 



BG Indicates that the background job 
is to be canceled. 

Fl-FU Indicates that the foreground-one, 
'-two, -three^ or -four job is to be 
canceled. 



In a ohe-,partition system the default is 
EG. In multiple- partition systems the 
operand must be specified. The CANCEL 
coftimand cannot be used to cancel the 
partition in which POWER/VS is running, nor 
the one in which VTAM is running. 



If the specified partition has been 
temporarily halted by a STOP command, it is 
made active. If the partition is in 
operation, it continues, and message 

iPlnD AREA NOT AVAILABLE 

is issued to the operator. In either 
instance, attention routine communication 
with the operator terminates following the 
BATCH command. 



AR_Form at 

BGl 

iFlj 

BATCH {F2 

'f3| 
,F4, 

If the operand is omitted, BG is assumed. 



CANCEL 



The CANCEL command (Cancel Job), when used' 
as a job control command, cancels the 
execution of the current job in the 
partition in which the command is gi '^en. 



When used as an .attention command with 
an operand specified, it cancels the 
execution of the current job in the 
specified partition. 



CLOSE 



The CLOSE comnjand (Close' Output Unit) is 
used to close either a system or programmer 
output logical unit assigned to a magnetic 
tape, or a system logicad unit assigned to 
a disk or SStO Diskette. 



The CLOSE statement is used to close 
either a system or programmer logical unit 
assigned to tape. It applies only to 
temporarily assigned logical units. 



The logical unit can optionally be 
reassigned to another device, unassigned, 
or, in the case of a magnetic tape file, 
switched to an alternate unit. When SYSxxx 
is a system logical unit (SYSLST, SYSPCH, 
etc. ) , one of the optional parameters must 
be specified., When closing a programmer 
logical uni6 (SYSOOO-SYSnnn) , no optional 
parameter need be specified. When none is 
specified, the programmer logical unit is 
closed and the assignment remains 
unchanged. 



Closing a magnetic tape unit consists of 
writing a tapemark, an EOV trailer record, 
two .taperaarks, and rewinding and unloading 
the tape. The trailer record contains no 
bloclc count, and later access by logical 
IOCS may result in a 41310 message, which 
can be ignored. 
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JCS Format 



// CLOSE SYSxxx 



JCC Format 



CLOSE SYSxxx 



,X'cua' t,X'ss'] 

,UA 
,IGN 
,ALT 
,SYSyyy 



',X'cuu' [,X' ss' ]' 
,UA 



IGN 
, ALT 
..SYSyyy 

SYSxx* For the CLOSE.. comnjand__onj.y; For 

disk or 3540 Diskette: SYSIN, 
SYSRDR, SYSIPT, SYSPCH, or SYSLST 

For both the statement and the 
corernand: For magnetic tape: 
SYSPCH, SYSLST, SYSOUT, or 
SYSOOO-SYSnnn 

X'cuu* Specifies that after the logical 
unit is closed, it will be 
assigned to the channel and unit 
specified, c is the channel 
number (0-6) and uu is the unit 
number 00-FE (0-25H) in 
hexadecimal; In the case of a 
'System logical unit, the new unit 
will be opened if it is either a 
disk, 3540 Diskette, or a magnetic 
tape at load point. 

X'ss' Device specification for mode 

settings on 7-track and 9-track 
tape. The specifications are 
shown in ASSGN_-2_rtSsign_Lo2ical 
Name. if X'ss' is not specified, 
the mode settings remain 
unchanged. The LISTIO coirraand may 
be used to determine the current 
mode settings for all magnetic 
tape units. 

UA Specifies that the logical unit is 
to be closed and unassigned. 

IGN Specifies that the logical unit is 
to be closed and unassigned with 
the ignore option. This operand 
is invalid for SYSRDR, SYSIPT, or 
SYSIN. 

ALT Specifies that the logical unit is 
to be closed and an alternate unit 
is to be opened and used. I^his 
operand is valid only for system 
output logical units (SYSPCH, 
SYSLST, or SYSOUT) currently 
assigned to a magnetic tape unit. 

SYSyyy Specifies that after SYSxxx is 

closed, it will be assigned to the 
physical device to which SYSyyy 



iscurrently assigned (and to whicn 
it remains assigned). If SYSyyy 
is a system logical unit, it will 
be opened if it is either a disk, 
3540 diskette, or a magnetic tape 
at load point. 



DATE 



The DATE Statement contains the job date 
that is put in the communication region. 
It is in either of the two following 
formats: 

JCS_Fgrmats 

// DATE mm/dd/yy 
// DATE dd/mm/yy 

mm = month (01 to 12) 
dd = day (01 to 31) 
yy = year (00 to 99.) 

When the DATE statement is used, it applies 
only to the current job being executed, 
except for DASD output file labels for 
which the date from the SET command is 
used. Job control does not check the 
operand except for a length of eight 
characters. If no DATE statement is used, 
job control supplies the date given in the 
last SET command. 

DLAB 

The DLAB statement (DASD label 
information) , completed in a continuation 
statement, contains file label information 
for DASD label checking and creation. This 
statement must immediately follow ►a volume 
(VOL) statement. The combination of this 
statement with VOL and XTENT should not be 
used to provide the extent and label 
information for a 3330, 3333, or 3340. For 
a detailed discussion of DLAB, see DOS/VS 
DASD_Labels, GC33-5375. The DLAB statement 
canhot be used for VSAM files. 

JCS^Format 

// DLAB 'label fields 1-3', C 

xxxx,yyddd,yyddd, ' systemcode' [,type] 



•label fields 1-3' 

The first three fields of the 
Format 1 DASD file label are 
contained just as they appear in 
the label. This is a 51- byte 
character string, contained within 
apostrophes and followed by a 
comma. The entire 51-byte field 
must be contained in the first of 
the two statements. Column 72 
must contain a continuation 
character. The columns between 
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the comnia and the continuation; 
character must be blank. The 
Format 1 label is shown in 
"Appendix h" . Fields 1-3 are: 

File_Nan)e. UU-byte alphameric 
including file ID and, if used, 
generation number arid version 
number of generation. 

Format_ Identifier i 1-byte, 
EBCpiC 1. 

File_j5gEiai_N}i!nb§£» 6 -byte 
alphameric, must be the same as 
the volume serial number in the 
volume label of the first or only 
pack of the file. 

C Continuation punch in column 72. 

xxxx ii2iiJ!S.®_§§Sl!3§Q£§_Nun!ber . This 
4-digit EBCDIC number is the 
EBCDIC equivalent of the 2-byte 
binary volume sequence number in 
field t* of the Format 1 label. 
This number must begin in column 
16 of the continuation statement. 
Columns 1-15 are blank. 

yyddd,yyddd 

The file creation date, followed 
by the file expiration date. 
These two 5-digit numbers are the 
EBCDIC equivalent of the 3- byte 
discontinuous binary dates in 
fields 5 and 6 of the Format 1 
label, yy is the year (00-99), 
and ddd is the day of the year 
(001-366). 

'systerocode' 

System code is a IS^-character 
string, within apostrophes. For 
an output file, it is written in 
field 8 of the Format 1 label. It 
is ignored when used for an input 
file.. This field is not used by 
the DOS/VS label processing 
routines. It is recommended that 
this field be left blank. 

type This is a two- or three-character 
field indicating the type of file, 
as follows: 

SD for sequential disk or for 

DTFPH with MOUNTED=SINGLE 
DA for direct access or for 

DTFPH with MOUNTED=ALL 
ISC for indexed sequential using 

load create 
ISE for indexed sequential using 

load extension, add, or 

retrieve 

If this Operand is omitted, SD is 
assumed. 



DLBL 



The DLBL Statement (DASD label information) 
replaces the VOL and DLAB statement 
combination used in previous versions of 
the system. It contains file label 
information for DASD or 3540 Diskette label 
checking and creation. (Programming 
support for the previous VOL, DLAB, and 
XTENT combinations will be continued. ) 
Together with the EXTENT statement, only 
DLBL should be used to supply extent and 
label information for the 3330/3333, 
3340, or 35U0. For a detailed discussion of 
DLBL see DOS/VS DASD Labels. GC33-5375. 

JCS Format 



// DLBL filename, ['file-ID'] , 

[date] , [codes] , [DSF] , [BUFSP=n] , 
[CAT= filename] 

Continuation statements or commands are 
supported for DLBL. 

A comma must be inserted for each 
positional parameter that is omitted, if 
any of the subsequent operands are used. 



filename 



This can be from one to seven 
alphameric characters, the first 
of which must be alphabetic. This 
unique filename is identical to 
the symbolic name of the program 
DTF that identifies the file. For 
VSAM, filename is identical to (1) 
dname of the FILE (dname) 
parameter in ah Access Method 
Services command, and (2) the 
DDNAME= filename parameter of the 
Access-Method Control Block (ACB) 
in the processing program that 
identifies the file. If the 
DDNAME parameter is omitted, the 
filename must be placed in the 
symbolic name (label) field of the 
ACB. 



• file- ID' 



The unique name associated with 
the file on the volume. This can 
be from one to 44 bytes of 
alphameric data, contained within 
apostrophes, including file-ID 
and, if used, generation number 
and version number of generation. 
If fewer than 44 characters are 
used, the field is left-justified 
and padded with blanks. If this 
operand is omitted, filename is 
used. The 3540 Diskette uses a 
maximum of eight characters in 
file-ID. For VSAM, file-ID must 
be specified when an existing 
(input) file is being processed. 
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The file-ID is identical to the 
name of the filg, specified in the 
DEFINE command of Access Method 
services, listed in the. VSAM 
catalog. When a new VSAM data 
space or file is being created" 
Q (defined), the file-ID is ignored 

if it is specified. For VSAM,, the 
file- ID must be coded according to 
the following rules: 

• One to 44 alphameric (A-Z, 0-9, 
a, $, or #) characters or 

i iTiyphen (-) or plus zero ( + 0) 
enclosed in apostrophes ('). 

• After each group of eight or 
less characters, a period (.) 
must be inserted. 

• NO embedded blanks are allowed. 

• The first character of the 
file-ID and the first character 
following a period must be 
alphabetic or notational (A-Z, 
a, $, tt). 

date This can be from one to six 

characters indicating either the 
retention period of the. file ih 
the format d through dddd 
(0-9999), or the absolute 
expiration date of the file in the 
format yy/ddd (75/032). If OG/ddd 
is specified, ddd is treated as a 
retention period. 

If this operand is omitted, a 
7-day retention period (based on 
the date entered via the SET 
command) is assumed. If this 
operand is present on an input 
file, it is ignored. For VSAM*, 
this parameter overrides the 
expiratior) date specified in the 
DEFINE command of Access Method 
services. . However, VSAM files or 
data spaces can only be deleted 
through the DELETE command of 
Access Method services even though 
the expiration date has been 
reached. 

codes This is a two to four character 

field indicating the type of tile 
label, as follows: 

SD for sequential disk or for 
DTFPH with MOUNTED=SINGLE 

DA for direct access or for 
DTFPH with MOUNTED=ALL 

DU for 35U0 diskette 

ISC for indexed sequential using 
load create 



ISE for indexed sequential using 
load extension, add, or 
retrieve 

VSAM for all Virtual Storage 
Access Method files 

If this operand is omitted, SD. is 
assumed. 

DSF This operand indicates that a data 
secured ;file is to be, created or 
processed. At OPEN time, if a 
data-secured file is accessed, a 
warning message is issued to the 
operator who then decides whether 
the« f ile may be accessed. 

This operand is ignored for the 
3 540 diskette and for VSAM. All 
VSAM files are data secured.- rhe 
DSF operand is not required for an 
input file, and it does not invoke 
data security if the file was not 
originally created as a data 
secured file. 

BUFSP=n If a VSAM file is to be processed, 
this operand specifies the number 
of bytes of virtual storage (0 - 
999999) to be allocated as buffer 
space for this file. It overrides 
both "the BUFFERSPACE parameter of 
the DEFINE command of Access 
Method Services and the BUFSP 
operand in the ACB macro, if its 
value is higher. 

CAT=filename 

This operand is only valid in a 
DLBL statement for a VSAM file. 
It specifies the filename (1 to 7 
alphameric characters) of the DLBL 
statement for the catalog owning 
this VSAM file. The system 
searches only this catalog for the 
file-ID when the VSAM file is to 
be opened. Specify this operand 
only' if you want to override the 
system's assumption that the job 
catalog or, if there is no job 
catalog, that the master catalog 
owns the file. 

In a system with a job catalog 
specify: ~ 

nothing for the job catalog 

privnt^'. name for a private user 

cata 

IJSi^cr for the master catalog. 

In a system without a job catalog 

specify: 

nothing for the master catalog 
private name for a private user 
catalog . 
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DSPLY 



Dump Area Operaad 



blank 



The DSPLY command (Display Virtual Storage) 
allows the operator to display 16 bytes of 
virtual storage, starting at the specified 
hexadecimal address, on the device assigned 
to SYSLOG. Two characters (0-9,A-F) appear 
on SYSLOG for each byte of information; 
these characters represent the hexadecimal 
equivalent of the current information in 
virtual storage. 



AR Format 



DSPLY address 

address The isix digit hexadecimal address, 
with leading zeros if necessary, 
at which the storage display 
starts. 



If the specified address is within an 
invalid address area, the command is 
ignored and a corresponding informatory 
message is issued. 



If the 16 bytes to be displayed cross 
the boundary from a valid to an invalid 
address space, only the bytes in the valid 
address space are displayed, and a corre- 
sponding informatory message is issued. 



DUMP 



The DUMP command allows the operator to 
print part or all of the real and/or 
virtual address area contents on SYSLST. 
The SYSLST used may be assigned to any 
partition, but it must be a printer. The 
printer should not, at the timie of the 
dump, be used by the partition to which it 
is assigned since this could result in 
interspersed partition and dump output. 



AR_Fgrmat 

Dump Area Operand 



f blank 
S 

BG 
Fn 
DUMP 1 BGS 
FnS 

PDAREA 
.address, address ^ 



where n = 1, 2, 3, or U 



SYSLST Op>erand! 



Rbg)! 
L(Fri)J 



BG 
Fn 



BGS 
FnS 



PDAREA 



address, 
address 



If the dump area operand is 
omitted, the following is 
printed: 

• the contents of the general 
registers, and 

• the contents of all real and 
virtual partitions in which 
programs are 'currently 
running. 

In the listings produced, the 
contents of both real and 
virtual partitions are in 
consecutive order; invalid 
address spaces (page 'pool) are 
indicated. 

Same as if dump area operand was 
omitted. The contents of the 
supervisor area are also dumped. 

The contents of the specified 
partition and its associated 
registers are printed. If a 
program is running in real mode 
in the specified partition, only 
the real, not the associated 
virtual partition, is dumped. 
If a program is running in 
virtual mode in the specified 
partition, the virtual partition 
is dumped, including any fixed 
pages . 

Same as if BG/Fn was., specified. 
The contents of the supervisor 
area are also dumped. 

The contents of the PD table, PD 
area, and the alternate address 
area, if present, ate printed. 

Specifies the Start and end 
addresses of the storage area to 
be dumped-. The contents of the 
general registers that are 
associated with the specified 
storage area are also printed. 

if the specified addresses are 
within an invalid address area, 
the command is ignored and an 
informatory messagfe is issued. 

If the storage area crosses the 
boundary lirom a valid to an 
invalid address space, only the 
contents ogf the specified valid 
address space are dumped, 
together with the general 
registers that are associated 
with the valid address area. A 
corresponding informatory 
message id issued. 
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If the storage area to fce dumped 
crosses partition boundaries, 
the specified storage area is 
dumped, together with those 
general registers that belong to 
the partition in which the 
starting address is located. To 
obtain a dump of the SVA, refer 
to DOS/ys Serviceability ,. Ai dg 

SD3_2§^u32iS3Z££2£^^il£§§ » 
GC33-5380. 



J2C_FoE!H§Lt 

DVCDN X'cuu' 

The entry X'cuu* is expressed in 
hexadecimal form, "where c is the channel 
number (0-6) and uu is the unit number, 
00-FE (0-254) in hexadecimal. 



DVCUP 



SYSLST Op erand 



BG 
Fn 



The operand indicates the 
partition to which SYSLST ie 
assigned for output of the dump. 
If it is omitted, the SYSLST 
assigned to the baickground 
partition is used. 



DVCDN 



The DVCDN command (Device Down) infoi^ms the 
system that a device is no longer 
physically available for system operJjtions. 
If any temporary or Standard assignment 
were made to the device specified in, the 
command, they are unassigncff when the 
command is accepted. 

Note: The assignment of SYSRDI^ is Changed 
when a procedure is used. 



If the unit is a DASD device, or 3510 
diskette, issue a CLOSE command foi;, any 
system logical units currently assigned to 
it before issuing DVCDN. The DVCDN command 
unassigns these units without closing them. 
If a DVCDN command is issued with a system 
I/O unit assigned Jto the DASD device or 
3540 diskette, closing the file or, 
reassigning it to another DASD dev^-ce or 
3540 diskette is impossible. I^ ah 
alternate assignment was made for the 
device specified, the alternate is removed. 
This command utilizes the logical ([transient 
area, and blocks out operator comrtiunicatior 
functions until it is completed. A DVCUP 
command must be issued before the device 
can be used again. 



The DVCUP command (Device Up) informs the 
system that a device is available for 
system operations after the device has been 
down. As all, assignments were removed by 
the preceding DVCDN command, an ASSGN 
command must be used to reassign this 
device. 



JCC Format 



DVCUP X'cuu' 

The entry x'cuu' is expressed in 
hexadecimal form, where c is the channel 
number -(0-6) and uu is the unit number, 
00-FE (0-254) in hexadecimal. 



The DVCUP command makes use of 
supervisor services that prevent other 
operator communication during execution of 
this command. 



ENDSD 



The ENDSD command (End SD Aids) is used to 
terminate the execution of the SDAID 
program. It is used in debugging 
procedures and described in detail in 
POS/VS .Serviceability_ Aids ,_and Debugging 
£l2£i3ai§§» 3C33-5380. ~ 



AR Format 



ENDSD 



END or ENTER 



N2t§' ^ Device Down command is rot 
accepted for a device on which SVSRES, 
SYSREC, SYSVIS, or SYSCAT resides. 
However, if SYSCAT was already umassigned 
while being on a different device than the 
one that holds SYSRES, SYSREC, and SYSVIS, 
Device Down for the device that holds 
SYSCAT is accepted. 



The END or ENTER (End of Communication) 
command must be issued whenever the 
operator has finished communicating with 
the system. It causes the communication 
routine to return cop,fcrol to the mainline 
job. END applies io CPU models without DOC 
(display operator console) support. ENTER 
applies to CPt) models, with DOC support. 
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JCC and AR Format 



Press the END or ENTEI? key. 



EXEC 

The EXEC coimnand or statement (Execute 
Program or Procedure) indicates either 

• the end of control information for a job 
step and the beginning of execution of a 
program, in which case it roust be the 
last command or statement processed 
before a job step is executed, or 

• that a cataloged procedure is to be 
retrieved from the procedure library by 
job control. In this case, other 
commands or statements may follow EXEC. 



JCS Format 



//EXEC Ft EPGM=3prognameI] , REALl [ , SIZE=sizea] 
LPRQC»=procedurename[,OV] J 

When issued (either from the console or 
from the card reader) to execute a 
procedure,, control is given tt> the card 
reader at end-of -procedure. 



JCG Format 



EXECFICPGM=3 pregnane 1 [,REAL] t,SIZE=size]"| 
LPROC=procedurenatoeX, OV] J 

When issued to execute a procedure (in t|Jis 
case, accepted from the console only) , 
control is givien to the console at 
end-of -procedure. 

PGM-progname 

progname 

Represents th<^ name of the program 
in the core image library to be 
executed. The program name , 
corresponds to the first or only 
phase of the program in the 
library. The program name can be 
from one to eight alphameric 
characters (0-9, a-Z, », $, /, a)» 
If the prpgram to be executed has 
just beeri processed by the linkage 
editor, the program nciidie' xs 
ORiitted and the PGl^ keyword canifiot 
be used. 

REAL Indicates that the job step 

started by EXEC will be escecuted 
in real mode. If real is not 
specified, the job step is always 
executed in virtual mode. 



SIZE=size 



Defines how large a partition is 
needed for the program about to be 
executed. The SIZE parameter can 
be specified in combination with 
REAL (a> or without REAL (b). 

(a) If specified together with 
REAL, it specifies the size Qf 
that part of the real 
partition that will be needed 
by the job step. The 
remaining part of the real 
partition is added to the page 
pool. 

If the 9IZE parameter is 
omitted and REAL is specified 
the whole real partition is 
reserved for the job step. 

(b) If used without REAL, it 
specifies the size of that 
part of the virtual partition 
that will be directly : 
available to the job step. 

E'er programs (such as 
compilers) that dynamically 
allocate storage within the 
partition for workareas, the 
SIZE parameter can be used to 
limit the virtual storage 
available (and thus reduce 
paging activity) . The 
remainder of the partition may 
be used as additional storage 
for other modules pr data 
required by the progratti in 
that partition. The program 
obtains this additional 
storage by issuing GETVIS 
macros with the required 
amount of storage as a " 
parameter; it releases, the 
storage again by issuing 
FREEVIS macros. 

If the SIZE pat-araeter is 
omitted, the whole virtual 
partitibri is used for the job 
initiated with EXEC SIZE 
(without REAL) must always be 
specified for VSAM programs,,, 
ISAM programs using the ISAH 
Interface Program (IIP), and 
for using RPS support with 
. DASP access methods, because 
the space left over by the 
program (GETVIS area) must be 
large enough to accommodate 
VSAM and Access Method ^ 
Services. If the SVA efigil 
VSAM phases run in the sVA, 
the remainder of ySAM and of 
Access Method Services most be 
accoromodated in the GETVis 
area. Approximcite values are 
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270K for VSAM, 50K for VSAM 
buffers and control blocks and 
2U0K for Access Method 
Services. Exact storage 
requirements can be calculated 
on the basis of the 
information contained in the 
book module entitled VSAM in 
the manual DOS/VS , System 
generation, ~GC33-5377 . 

The SIZE parameter can be 
specified in the following 
formats: 

SIZE=nK 

SIZE=AOTO (see No^e) 

SIZE«(A0TO,nK) 



where .n' must be greater than zero 
and should be a multiple of 
2 (if not, the system rounds 
the Value up to the nearest 
2K boundary) . 



and AUTO indicates that the 

program si2e, as calculated 
by the system from 
information in the core 
image directory, is to be 
taken as the value for SIZE. 
For a multiple-phase program 
(where the first four 
characters of the phase name 
are ideiitic^l), the lonf^et 
phase is used. 



and (AOTOynK) indicates that job 
contrcrl must take program 
size plus nK bytes as the 
value for SIZE. (If. this is 
not a multiple of two, the 
value is rounded up.) 

Note: Do not specify SI ZE=: AUTO 
for~programs that dynamically 
all9icat« storage during execution 
(such as linkage editor, librarian 
program, and compilers). 



PROC=procedurename 

Represents the name of the 
procedure to be retrieved from- the 
procedure library. The procedure 
name can be from one to eight 
alphameric characters. 

If the procedure name begins with 
$$, the system substitutes a 
partitibn-related character for 
the second $. The character that 
is substituted is related to the 
partition in which the procedure 
is invoked, that is. 



OV 



B for the BG partition 

1 for the Fl partition 

2 for the F2 partition 

3 for the F3 partition 

4 for the FH partition, 



The procedure corresponding to 
this name is then retrieved for 
execution. 

Note that the EXEC PROC command 
can be entered on SYSLOG only (not 
on SYSRDR) , whereas the EXEC PROC 
statement may be .entered on SYSLOG, 
or on~SYSRDR. 

Indicates that oveirwrite 
statements follow JEXEC. If the 
EXEC PROC command was used (and 
entered on SYSLOG), thie overwrite 
statements must also be entered on 
SYSLOG. 

If the EXEC PROC statement was 
used and entered on SYSRDR, the 
overwrite statements must be 
entered on SYSRDR (not on SYSLOG). 

If you execute a non- ending job 
from the procedure library, you 
cannot update the procedure 
library. 

For more details,, refer to the 
DOS/VS System Management Guide, 
GC 33- 5371. 



EXTENT 



The EXTENT statement (DASD Extent 
Information) defines each area, or extent, 
of a DASD file. One or- more EXTENT 
statements must follow each DLBL statement 
except for single input files for 
sequential disk on a disk or 3540 diskette 
provided the DEVADDR parameter has been 
specified in the DTF table. For a detailed 
discussion of EXTENT, see DOS/VS _DASD 
Labels, GC33-5375. Together with~the DLBL 
statement, only EXTENT should be used to 
supply extent and label information for the 
3330/3333. 33U0, and 3540 diskette. 

Note: The EXTENT cards Should be checked 
carefully because an invalid field in the 
card causes the default options or the 
values entered by the previous EXTENT card 
to be overwritten by the valid entries of 
the flagged statement. 

Multiple extent cards are valid for. 
system files on the 3540 diskette. Vali^d 
parameters are symbolic unit, serial 
number, and type. The other parameters 
will be ignored. 
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This coitiman(3 or statement replaces the 
XTENT command or statement used in previous 
versions of the system. (Programming 
support for XTENT continues.. ) 

29S_Format 

^/ EXTENT [symbolic-unit], 

[serial-number] , [type] , 
[sequence-number!, 
[relative-track] , 
[number-of-tracks] , 
[split-cylinder-track] , 
[B=bins] 

symbolic unit 

h six -character field indicating 
the symbolic unit (SYSxxx) of the 
Volume for which this extent is 
effective. If this operand is 
omitted, the symbolic unit of the 
preceding EXTENT, if any, is used. 
If this operand is omitted on the 
first' or only EXTENT statement, 
the symbolic unit specified in the 
DTF is assumed. A symbolic unit 
included in the extent information 
for SAM, DAM, or diskette files, 
however, overrides the 
DTF DEVADDR=SYSnnn specification. 
(This operand is not required for 
an IJSYSxx filename, where xx is 
IN, TPH, LS, LN, RS, SL, or RL, or 
for a file defined with the DTF 
DEVADDR=SYSnnn. ) If SYSRDR or 
SYSIPT is assigned, this operand 
must be inpluded. This operand is 
required fot VSAM. 

In multivolume SAM, DAM, and 
diskette files, each different 
symbolic unit must be assigned to 
a separate physical device. In 
multiextent SAM, DAM, and diskette 
files^ all extents on one physical 
unit must have the same symbolic 
unit number. For DAM files, the 
extent statements must be in 
ascending order. 

serial number 

From one to six characters 
indicating the volume serial 
number of the volume for which 
this extent is effective. If 
fewer than six characters are 
used, the field is padded to the 
left with zeros. 

If this operand is omitted, the 
volume serial number of the 
preceding EXTENT is used. 
Therefore, when a multivolume file 
is being processed, the volume 
serial number of the first volume 
is assumed for the entire file, 
unless you specify this field for 
the first extent of each following 



type 



volume. If no serial number was 
provided in the EXTENT statement, 
the serial number is not checked 
and it is your responsibility if 
files are destroyed because the 
wrong vo>Urae was mounted. This 
operand is required, for VSAM. 



For the 354 diskette, this 
operand specifies that the 
associated file will ' be found on 
this volume. If the parameter is 
omitted, the Ot>EN routines assume 
that the volume that was mounted 
is the correct one. Label 
checking will be done for input 
files and space will be allocated 
for an output file. 



One extent card must be submitted 
for each volume of an input file,, 
and sufficient extent cards must 
be submitted for output files to 
ensure that enough volumes are 
present to contain the file. 

One character indicating the type 
of the extent, as follows: 

1 - dgita area (no split cylinder) ■. 

2 - independent overflow area (for 

indeked sequential file) , \ 

tJ - index area (for indexed 
sequential file) 

8 - data area (split cylinder, for 
SAM files only) 

If this operand is .omitted, type 1 
is assumed. Type 1 is the only 
valid parameter for diskette 
files. 

Note: For indejied sequential 
filres, the extent information 
sfhould be entered in the following 
order: 



1, 



3. 



4. 



Master index sequence number 

and type '4 

Cylin'der index sequence number 

1 and type 4 ' ' 

Prime data area sequence 

number 2, 3, ....,n and type 1 

Independent overflow, area 

sequence number (n+1) and 

type 2 



where n is the sequence number of 
the last prime data area extent. ' 

Note also, the master and the 
cylinder index must be in adjacent 
areas on the same logical.- unit. 
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sequence number 

One to three characters containing 
a decimal number £rom to 255 
indicating the sequence number of 
this extent vrithin a multiextent 
file. Extent sequence is used 
for the master index of an indexed 
sequential file. If the roaster 
index is not uised, the first 
extent of an indexed sequential 
file has the sequence number 1. 
The extent sequence number for all 
other types of files begins with 
0. If this operand is omitted for 
the first extent of ISAM files, 
the extent is not accepted. For 
SAM, VSAM, or DAM files, this 
operand is not required. Sequence 
checking via this parameter is 
ignored for diskette files. 
Extents are numbered on the label 
cylinder in the order subiritted. 



relative track 

One to five characters indicating 
the sequential number of the 
track, relative to aero, where the 
ptata extent is to begih. If this 
field i^ omitted on' an ISAM file, 
the extent is not accepted. This 
field is not required for SAM 
input files (the extents from the 
file labels are used) . This field 
must be specified; for DAM input 
files. 



For VSAM, this operand must be 
specified When a data space or a 
file with the UNIQUE option is 
being created (defined by Access 
Method servioes) . This oiiserand is 
not required, and it' is ignored if 
it is specified, when a VSAM file 
is created within an existing djit« 
space. In this case, the, «p»cuB 
for the file is sula^rallociited by 
VSAM from direct-access extents it 
already owns. This operand is 
also not required for VSAM input 
files beckuse' the extents are 
obtained from the VSAM catalog. 



When using split cylinder files, 
this parameter designates the 
beginning Of the split as well as 
the first track of the file. 



Fotrmulas for converting actual to 
relative track (RT) and relative 
track to actual for the &ASD 
devices follow. 



Actual to Relative 



2311 



2314/ 
2319 



2321 



10 X cylinder number + 
track number = RT 



20 X cylinder number + 
track number = RT 



1000 X subcell number + 100 
X strip number + 20 x 
cylinder number + track 
number = RT 



3330/ 19 X. cylinder number + 
3333 track number = RT 

3340 12 X cylinder number 
+ track number = RT 

Relative __to Actual 

23il RT = quotient is cylinder, 
10 remainder is track 

231U/ RT = quotient is cylinder, 
2319 Jo remainder is track 

2321 RT = quotient is subcell, 
1000 remainder! 

remainder! = quotient is 
100 strip, 

reroainder2 

reroainder2 = quotient is 
20~ cylinder, re- 
mainder is 
track 

3330/ RT = quotient is cylinder, 
3333 19 remainder is track 

3310 RT = quotient is cylinder, 
12 reroainder- is track 

ExaiSEle! Track 5, cylinder 150 on 
a~3330''= 2855 in relative track. 



number of tracks 

One to five characters indicating 
the number of tracks to be 
allotted to the file. For SD 
input, this field may be omitted. 
For an indexed sequential file, 
the number of tracks for prime 
data must be a multiple of 10 for 
2311, of 19 for 3330 or 3333, of 
12 for 33U0, and of 20 for 23!a or 
2319. The number of tracks for a 
split cylinder file must be the 
product of the number of cylinders 
for the file and the specified 
number of tracks per cylinder for 
that file. v 
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For VSAM, this opetand roust be 
specified when a data space or a 
file with the UNIQUE option is 
being created (defined by Access 
Method Services) . This operand is 
not required, and it is ignored 4-f 
it is specif ied, when a VSAM file 
is created within an existing da:ta 
space. In thisoase, the space 
for the file is sub-aillocated by 
VSAM from direct- access extents it 
already owns. This operand is 
also not required for VSAM input 
files because the extents are 
obtained from the VSAM catalog. 

split cylinder track 

One or two characterisy from 0-19, 
: indicating the upper track ndmber 
for the split cylinder in SAM 
files. 



bins 



One or two characters identifying 
the 2321 bin for which the extent | 
was created, or on which the 
extent is currently located, if 
the field is one character, ,the 
creating bin is assumed to lie 
zero.. There is no need to specify 
a creating bin for SAM or ISAM 
fili^s. If this operand is 
omitted, bin zero is assuired for 
both bins. If the operand is 
included and positional operands 
are omitted, only one comma is 
required preceding the key-word 
operand. (One comma for each 
omitted positional operand is 
acceptable, but not necessary.) 



HOLD 



The HOLD command is used to hold 
assignments if you want to stop or unbatch 
a partition. 



JgC^Forroat 

;Fl(,F2]t,F3]t,FU] 



HOLD 



Pft(,F3]t,F2][,Fl] 



IGNORE 



Whenever an abnormal condition arises, the 
operator will be notified by an appropriate 
message on SYSLOG. Depending on the 
situation, he may have to ignore the 
condition by entering an IGNORE command. 
This is indicated under 'Operator Action* 
in DOS/ys Messages, GC33-5379, for each 
iessage~appearlng on SYSLOG, 



j gc, and AR Forma t 
IGNORE __ 

JOB 

The JOB 9tateinent indicates the beginning 
of control infqcipation for a job. It is in 
the following f prmat . 

JC S Formaft 

//JOB jobname taccaunting information] 

jobname The name of the job. Must be one 
to eight alphameric characters, 
except blank, equal sign (=), and 
comma (,). When a job is 
restarted, the jobname must be 
identicai to that used when the 
checkpoint was taken. Any user 
comoients can appear on the JOB 
statement following the jobname , 
(through column 71), If the timer 
feature is present, the time of 
day appears in columns 73-100 when 
the JOB statement is printed on 
SYSLST. The time of day is 
printed in columns 1-28 on the 
next line of SYSLOG, 

In both cases the format is 

DATE mm/dd/yy, CLOCK hh/mra/ss 

accQUDtiiDg information 

If the job aecounting interface 
has been specified during system 
generation, the 16 characters of 
Hser-specif led accounting 
information are moved to the Job 
Accounting Table. If accounting 
information is specified, it must 
be separated from the job name by 
a single blank. If the job 
accounting interface is not spec- 
ified during system generation, 
any information specified after 
the jobname is ignored. 

Noifegs : 

1. If the JOB card is omitted 
from the job stream, no 
deration and/or date is 
printed at end of job (when 
the /£ card is read). 

2. The start time that the job 
accounting routines store in 
byte 36 of the Job Accounting 
Table is calculated from the 
values in virtual storage 
locations 80 and 84 (job step 
start time) . step stop time 
for any given step is step 
start time for the next step. 
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LBLtYP 



The LBLTYP statement* (Reserve Storage for 
Label Information) defines the amount of 
storage to be reserved at link-edit time or 
at execution time (for self-relocating 
programs) for processing of tape and 
nonsequential disk file labels in the real 
or virtual address area of virtual storage. 
It applies to both background and 
foreground virtual programs. It is to be 
submitted immediately pireceding the // EXEC 
LNKEDT statement, with the exception of 
self-telocating programs, for which it is 
instead submitted immediately preceding the 
// EXEC statement foic the program. 

Storage for VSAM label processing is 
reserved automatically by VSAM routvfies; an 
LBLTYP statement is not required. 



JCS Fprpfiat 
// LBLTYP 



TAPEl(nn)) 
NSD(nh) 



TAPE[(nn)] Used only if tape files 

requiring label information are 
to be processed, and no 
nonsequential DASD files are to 
be processed, nn is optional, 
and is present only for future 
expansion. (It is ignored by 
job control.) 

NSD(nn) Used if any nonsequential DASD 
files are to be processed 
regardless of other type files 
to be used, nn specifies the 
largest number of extents to be 
used for a single file. 



The amount of, storage that must be reserved 
for /label information is: 

1. For standard tape labels (any number): 
80 bytes. 

2. For sequential DASD and DTFPH 
MOUNTED=SINGLfi: bytes. 

3. For DTFIS, DTFDA, Snd DTFPH 
MOUNTED=ALL: 8U bytes* plus 20 bytes 
per extent. 

The area reserved is that required by the 
file with the larcjest requirement. This 
area is used during OPEN. 



LFCB 

The LFCB command causes the system to load 
'-.he buffer image, contained in the named 
jore image library phase, into the forms 
control buffer of the specified printer. 



The command can be used for" any DOS/VS 
supported printer on which fprras skip 
operations are controlled by an FCB. 
During the time the printer in question is 
printing the output of a program this 
command should be used with extreme 
caution, as there is no way of predicting 
when the printer will be finished printing 
the output under control of the current FCB 
load. For a printer in operation it is 
recommended that the operator use this 
command if, for example, printing the 
output for a particular prpgraro started 
under control of the wrong FCB load and he 
is able to correct this by issuing the 
command. When the program runs in. a 
POWEB/VS-controlled partition, this command 
can be used with the restart capability of 
.POWER/VS . 

AR_Forraat 

LFCB X'cuu',phasename[,FORMS=xxxx] 
(,IPI=nI t,NULMSG] 

X'cuu' specifies the channel and unit 
number of the printer whose FCB 
is to bie loaded. 

Pha^ename specifies the name of the core 
image library phase that 
contains the applicable buffer 
load image. For detailed 
information on the, contents and 
format of this phase refer to 
the section "System Buffer Load 
(SYSBUFLD)". 

FORMS=xxxx specifies the installation- 
defined forms number xxxx of the 
paper that is to be used with 
the new FCB load. For xxxx, 
substitute from one to four 
alphameric characters. If the 
new FCB load requires a change 
of forms, this operand must be 
specified to ensure proper 
system operation. 

LPI=n ' (for a printer other than a 

3211) . Indicates the required 
setting of the carriage clutch. 
For n, ybu can either substitute 
6 (six lines per inch) or 8 
(eight lines per inch). The 
system inserts this operand in a 
buffer load action message. 

NULMSG specifies that the printing of a 
buffer load verification message 
is to be suppressed. If NULMSG 
is specified, the system 
continues processing immediately 
after the FCB load operation ha.s 
been completed, ahd the operator 
is unable to verify that the 
contents of the FCB match the 
forms to be used. 
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LISTIO 



The LISTIO command or Btatement (List I/O 
Assignment) causes the system to print a 
listing of I/Q assignments. The listing 
appears on a SYSLOG (command) or SYSLST 
(statement). If SYSLST is not assigned, 
the LISTlO statement is ignored. 



JCS Forqjat 




f SYS 




PROG 




B,G 


, 


Fl 




F2. 


// LISTIO 


F3. 




Fit 




ALL 




SYSxxx 




UNITS 




DOWN 




Uh 


L X'cuu' 


JCC Fojrmat 




SYS 




PROG 




BG 




f:l 




F2 


LISTIO , 


F3 




F'4 




ALL 




SYSxxx 




UNITS 




DOWN • 




UA 




X • cuu* 



SYS Lists the physical units assigned 
to all background system logical 
units or the physical units 
assigned to all system logical . 
units of the particular .foregro\»nd 
partition. 

PROG Lists the physical units assigned 
to all background programmer 
. logical units. 

BG Lists the physical units assigned 
to all logical units of * the 
background partition. 

F1-F4 Lists the physical units assigned 
to all logical units of the 
particular foreground partition. 

ALL Lists the physical units assigned 
to all logical units. 



SYSxxx Lists the physical units assigned 
to the logiccil unit specified 
(invalid for SYSOOT and SYSIN) . 
The assignment is given for the 
partition' from which the command 
is given. 

UNITS Lists the Ibgical units assigned 
to all physical units. 

DOWN Lists all physical units specified 
as inoperative. 

UA liists all physical units not 

curriei>tly assigned to a logical 
unit. 

X'cuu' Lists the logical units assigned 
to the physical unit specified. 

Physicg^i UttJLtt are' listed With current 
device specif icatioh ^or magnetic tape 
units. Logical units are listed with 
ownership (background, foreground-one, 
-two, -three, or -four), ifhen applicable. 
If a unit has a standard assignment in one 
mode and a temporary assignment in another 
mode, the CMNT column identifies. the type 
of assignment for each indicated mode. An 
example of a listing produced by the LiSTio 
Fl command is shown in Figure U. All 
channel and unit numbers are represented in 
hexadecimal. 

If a standard or permanent assignment is 
temporajt^ily overwritten, STD in the CMNT 
(comment) column indicates the permanent 
assignment, whereas the temporary 
assignment is printed one line above (see, 
for example, SYSSLB in Figure «») . 

If a device is assigned on ly 
temporarily, OA is printed in~the STD line 
(see SYS 00 2 in Figure t). 

ALT in the CMNT column indicates that an 
alternate tape has .been assigned. . 



LOG 



The LOG command causes the system to log, 
on SYSLOG, columns 1-72, of all job control 
commands and statements occuring in the 
partition in which the LOG is issued. The 
AR LOG affects all the partitions. The LOG 
function is effective until a NOLOG command 
for the partition involved is sensed.. 

The LOG command suppresses the ACANCEL 
function in the supervisor. 

JCC and AR Forrngt 

LOG 

The operand field is ignored by the system. 
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// ASSGN 


SYSSLB>X'13T 




// ASSGN 


SYSOOO, 


X«290* 




ASSGN 


SYSOOl, 


X'280*,X«C0' 




ASSGN 


SYSOOl, 


X'281%ALT 




// ASSGN 


SYS002> 


X'280'^X'CO' 




// ASSGN 


SYS003, 


X'281V 




// ASSGN 


SYSOO^*, 


X'282',X'C0' 




// LISTIO FT 








«»« FOREGROUND 1 


KKK 


I/O UNlf 


CMNT 


CHNL UNIT 


MODE 


SYSRDR 




OC 




SYSIPT 




be 




SYSPCH 




«:: uA «" 




SYSLST 




OE 




SYSLOG 




l.F 




SYSLNK 




1 31 




SYSRES 




1 30 




SYSSLB 




1 31 




SYSSI B 


STD 


1 30 




SYSRLB 




1 30 




SYSREC 




1 30 




SYSCLB 




«:: UA "" 






«: 


"' FOREGROUND 1 


;::;;; 


I/O UNIT 


CMNT 


CHNL UNIT 


MODE 


SYSOOd 




2 90 




SYSOOO 


STD 


«:: UA ''" 




SYSOOl 




2 80 


CO 


SYS001 


ALT 


2 81 


CO 


SYS002 




2 80 


CO 


SYS002 


STD 


"" UA "•" 




SYS003 




2 81 


CO 


SYS003 


STD 


H« UA «"• 




SYSOO-^ 




2 82 


CO 


SY-SOO^t 


STD 


«« UA «« 




SYS005 




«:: HJA »«« 




SYS006 




«« UA ?"' 




SYS007 




Kss UA '"' 




SYS008 




«« UA '•" 




SYS009 




»;: UA ^"' 




SYSOTO 




}{« UA '"* 




SYSOM 




5CK UA «« 




SYSO 1 2 




»::: uA «« 




SYS013 




«« UA «»« 




SYSOTt 




k:: UA ^'" 




SYS015 




scK UA "" 




SYS016 




ihi UA «« 




SYSOIT 




«« UA «« 




SYSOV8 




"" UA ''" 




SYSO 19 




»it UA '*" 




SYS020 




»$: UA ''^< 




SYS021 




ss:: UA '"' 




SYS022 




'«« UA '"' 




SYS023 




MK UA «" 




SYS02tt 




5! if UA '"' 





Igurie 4. Example of LISTIO Fl output 



LUCB 



The LUCE command causes the system to load 
the buffer Iroaget contained in the named 
core image library phase, into the 
universal character set buffer (UCB) of th6 
specified printer. The command can be Used 
for any DOS/VS supported ptinter equipped 
with the OCS feature. During the time the 
printer in question is/ printing the output 
of a program this command should be used 
with extreme caution, as there is no way of 
predicting when the printer will be 
finished printing the output under control 
of the current UCB load. For a printer in 
operation it is recommended that the 
operator use this command if, for example, 
printing the output for a particular 
program started under control of the wrong 
UCB load hnd the operator is able to 
correct this condition by issuing the 
command. When the program runs in a 
POWER/ VS-contr oiled partition, this command 
can be used because of the restart 
capability of PDWER/VS. 

AR Format 

LUCB X'cuu',phasename[,F0LD]l[,N0CHK3 
[ ,TRAIN=XxxxxxH ,NULMSG]I 

X*cuuV specifies the channel and unit 
number of the printer whose UCB 
is to be loaded. 

phasename specifies the name of the core 
image library phase that 
contains the applicable buffer 
load image. For detailed 
information on the contents and. 
format of this phase rfefer to 
"User-Written UCB Load Phase" in 
the section entitled "System 
Buffer Load (SYSBUELD)". 

FOLD causes lower case characters to 
be printed as upper case 
characters. 

NOCBK Causes data checks resulting 
from mismatches between 
Printline characters and the UCB 
to be suppressed. 

TRAIN-xxxxxx ' 

Indicates that the print train 
(print chain for a 1403) 
identified by xxxxxx is to be 
mounted on the printer. The 
system inserts this operand in 
aiv action messagp. The train 
(orvchain) identification xxxxxx 
may be from one to six charac- 
ters in length. If a new train 
(or chain) must be instailed, 
thl^ operand is required to 
ensure proper system operation. 
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NULMSG 



MAP 



Specifies that the printing of a 
buffer load verification message 
is to be suppressed. If NULMSG 
is specified, the system 
continues normal processing 
immediately after the UCB load 
operation has been completed and 
the operator is unable to verify 
that the contents of the UCB 
match the print train (or chain) 
mounted on the printer. 



The MAP command produces on SYSLOG a map of 
the storage areas allocated to programs. 
It indicates program execution mode (R,V), 
and vifhether a partition is inactive (I) or 
active (A) ■ for each partition. 



K-REAL Shows the number of K bytes 

allocated in the real address 
area. 

UPPER lilMIT Shows the highest storage 

address (in decimal) of each 
area in the real address area. 



K-VIRT Shows the number of K bytes 
allocated in the virtual 
address area. 



UPPER LIMIT Shows the highest storage 

address (in decimal) of each 
area in the virtual address 
area. For the supervisor, this 
field specifies the start 
address of the virtual address 
area. 



JCC^ind_AR_rc)rmat 

MAP 

The map of storage areas allocated to 
partitions is produced in the following 
format : 



NAME 



\ I 




1 UPPER 1 1 UPPER 1 1 


lAREA |K 


- REAL j LIMIT | K-VIRT | LIMIT j NAME j 


L . i._ 




.X_^ J. ._ 4. : 4 —i 


r — ~T 


""^"'"'^" 


T T T — — T 1 


ISP 1 


92K 


1 942071 1 2621441 | 


|BG V5A| 


3 OK 


1 1249271 68K | 331775 | MINE | 


\Fk 14 1 


lOK 


|135167| 80K 1 4136951 | 


|F3 V3D| 


lOK 


1 1454071 80K | 495615 | | 


|F2 12 1 


14K 


1 1597431 lOOK | 598015 | | 


|F1 11 1 


HtK 


|174079| 120K |720895| | 


|SVA 1 




1 1 64K 17864311 | 


|VIS 1 




1 1 OK |786431| 1 


IPP 1 


86K 


1 2621431 1 1 1 


L «X- 




.J X__«_— _X —X J 


Figure 5. 


Map 


of storage Areas 



Note; The output does not indicate storage 
temporarily added to the page pool as a 
result of using the SIZE parameter of the 
EXEC statement. 



AREA 



SP = supervisor 

EG, F4, F3, *F2, Fl = partition 

SVA = shared virtual area 

VIS = system GETVIS area 

PP = main page pool 

R = real mode 

V = virtual mode 

I = inactive partition 

A = active partition (or system 

directory list has been 

buj.lt in the SVA) 
D = deactivated partition (this 

partition has previously 

been active) 
1-5 = priority of partition 



Contains the name of the job 
that is currently executing in 
the corresponding partition. 
This field is blank for the 
supervisor, SVA, VIS, and main 
page pool. 

For an active partition when no 
JOB statement or command was 
entered, the name field 
contains NO NAME. For an 
inactive foreground partition, 
the name field is blank. 



MODE 



The MODE command allows you to alter the 
recording mode. 



The MODE command provides the following 
options for controlling recoverable machine 
check interrupts (MCI) j 

• The mode of recording for unlabeled and 
nonstandard labeled tape can be reset* 

• The recording mode for a particular 
- device other than a teleprocessing 

device can be set to intensive or 
diagnostic, or no recording mode can be 
specified. 

• The mode that the system is operating in 
(the status of the system) can be 
requested. 

• An EFL threshold value can be specified 
to override the IBM-supplied value. 

• The MODE command can also be us6d to 
place the Model 145 control storage ECC 
in threshold mode. 
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The MODE coniinand is a notational command. 
Operands of the MODE command can be entered 
in any order and must be continuous (that 
is, no blanks are allowed between or within 
operands). The STATUS operand cannot have 
any other operand, before or after it. 

The total length of the MODE coirraand 
must not exceed 30 characters. 



Intensive. Normal recording, 
continues. In addition, the rnext 
seven errors of a particular type 
(xx, y) or the next seven errors 
of any type (if xx,y is not 
specified) are recorded. The 
number of I/O retries reijuirea 
for success is not recorded. 



RR.ForHiat 



IR 
CR 
CE,cuu 



MODE 



,R ■ 

STATUS 
HJR 
ECC- 



[,Il,xx,y]'] 
,Dl,xx,y] 
»N J 



E=eeeel tT=ttttl*l 



♦ Mot e; When either HIR or ECC is 
specified, at least one of the optional 
operands must be selected'. TH is only 
valid for the Model lUB when ECC^c is 
specified with the MODE command. 



Diagnostic. Mormal recording 
continues. In addition, the next 
seven errors of a particular type 
(xx,y) or the next seven errors 
of , any type (if xx,y is not 
specified) are recorded. The 
number of I/O retries required 
for success is also recorded. 



N No recording. 



When the recording mode parameter is 
the last parameter of the MODE 
coitiroand, a check is made to see if 
all errors are recorded, when in 
intensive or diagnostic mode, it is 
possible to check for only one type 
Of error. Indicate the bit to be 
examined with: 



For a Model 115 or 125, a MODE command 
is valid only if RMSR is supported. Even 
then, only the operands IR, CR, and CE may 
be used. The operands R, STATUS, HIR, and 
ECC must never be specified for a Model 115 
or 125. 



The meanings of the operands are: 

IR Recording mode for nonstandard 
CR labeled and unlabeled tape. Specify 
Individual Recording (IR) if you 
wish to record and then reset the 
tape error statistics at each tapp 
OPEN. ■ Specify Combined Recording 
(CR) to accumulate all the 
statistics from nonstandard labeled 
and unlabeled tape on a specific 
tape unit until a standard labeled 
tape is opened. Then one recording 
of the statistics from all the 
nonstandard labeled and unlabeled 
tapes is made on SYSREC, and the 
statistical counters are reset in 
the PUB 2 table. 

CE The recording mode for a device at 
physical location X'cuu' may be 
reset. The possible recording modes 
are:- 



(XX, y) where y is the bit (0-7) 
and XX the byte (0-31) of 
sense data to be checked. 



STATUS A report is printed on SYSLOs which 
indicates: 



The type of facility used 

(HIR, ECC) 

System mode of operation 

Current error count 

Error count threshold 

Current elapsed time 

Time threshold 

Number of buffer pages deleted. 



A buffer page is a 32-byte work area 
in control storage that is used by 
the Model 155 hardware program. 



The status report formats are: 
HIR , \ Qf , aaaa/ eeee , bbbb/tttt 
For the Model 135 



Normal. 



The default, normal, is 
assumed. 



ECC 



.{1} 



42 DOS/VS System Control Statements 



For the Model 145 

, aaaa/eeee , bbbb/tttt 



ECC 

where! 

aaaa 
eeee = 
bbbb 
tttt 



rieKlchi 



Current error count 
Error count threshold 
Current elapsed tiime 
Total threshold 



Fqr ..the Modgls .155- Il__and „1,58 



: , {q},' 



ECC, \Qf» aaaa/eeee, bbbb/tttt 

BUF DLT=xxx 

where s 

aaaa " Current error count 
eeee == Error count threshold 
bbbb == Current elapsed time 
tttt « Time threshold 
XXX ■■ Total number of inoperable 
buffer pages deleted. 



MODE ECC,R (Models 155-11 and 158) - 
if HIR is already in recording mode, 
it places ECC in recording mode. 



MODE ECC, M, ft (Model 145) - if HIR is 
already in recording mode, real 
storage is placed in recording mode. 

MODE ECC, C,R (Model 145) - if HIR is 
already in recording mode,- control 
storage is placed in recording mode. 



Quiet Mode 

MODE HIR,Q - places both HIR arid ECC 
in quiet mode. 

MODE ECC, 2 (Models ,135, 155-11, and 
158) pilaces ECC in quiet mode. 

MODE ECC, M,Q, (Model 145) -places 
real storage in quiet mode. 

MODE ECC, C,Q (Model 145) - places 
control storage in quiet mode. 



HIR Hardware Instruction Retry. This 

operand changes the mode of the HIR 
facility to R or Q and/or modifies 
the etr or count threshold and/or 
time threshold. 

Note; When HIR is placed in quiet 
mode, ECC, also goes into quiet 
mode. 



ECC Error CorrectitJn Code. This operand 
changes fhe mode of the ECC facility 
to R or Q, and/or modifies the error 
count threshold and/or time 
threshold. ECC,R and ECC,Q are the 
only valid modes of diagnosis for 
the Model 135. If ECC is specified 
for a Model 145, M or C must also be 
specified. ECC can also place the 
Model 145 control storage in 
threshold mode. 

Note: Use of the Error Correction 
Code (ECC) in full recording mode 
may cause severe system degradation. 
Thus, the [ECC,M/q,R] operand 
combination of the MODE comirand 
should only be used by the customer 
engineer or cit his request. 



Recording Mode 

MODE ]R - places both HIR and ECC in. 
recording mode. 

MODE HIR,R - places HIR in 
recording mode. 



M or C Real or control storage: M or C is 
only valid for the Model 1451 M or 
C must be specified when ECC is 
specified for the Model 145. M 
indicates real storage and C control 
storage. 



TH Threshold Mode: on the next 

occurrence of an ECC control storage 
error, control storage is placed in 
quiet mode. TH is only valid for 
the Model 145 if ECC,C is specified. 
TH places the Model 145 control 
storage ECC in threshold mode. 



E=eeee Values entered for E and T must 
T=tttt be within the following decimal 
ranges: 

E - 8 (initial value) through 
9999 

T - 8 (initial value) through 
9999 

The IBM-supplied value is 8. 

N ote : Whenever HIR is in quiet 
mode, ECC mode must not be changed. 

For the Model 135, the only valid 
mode commands are: 

MODE CE,.*. 
MODE STAi?US 
MODE ECC,Q 
MODE ECC,R 
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MS6 



The MSG coroinand transfers control to an 
operator comniunications routine previously 
activated by a STXIT command. 

AR Format 



MSG 



{^) 



Fn indicates the desired foreground 
partition. BG indicates the background 
partition; pressing the INTERRUPT key, 
however, produces the same result for BG. 

If the program in the specified 
partition has not established operator 
cominunication linkage, a message is printed 
on SYS LOG informing the operator of this 
condition. 

MTC 

The MTC command or statement controls IBM 
2400/3400 series magnetic tape operations. 
The first operand specifies the operation 
to be performed. 

JCS format 

// MTC opcode, SYSxxxt,nn] 

JCC Format 

MTC opcode, |X' cuu* H,nn] 
\sYSxxx/ 

The first operand can be: 



I Opcod^j Meaning 

^ +- 



(Backspace one file so tape is 

jpcSsitioned for reading the 

jtapemark preceding the file 

I backspaced. 

[backspace record. 

I Data security erase.* 

I Erase gap (write blank tape). 

I The tape is positioned beyond the 

jtapemark following the file spaced 

I over . 

(Forward space record. 

I Rewind and unload tape . 

(Rewind tape. 

(Write tapemark. 




H 



Data security erase (3U00-series only). 
This command erases a tape from the 
point at which the tape is positioned 
when the operation is initiated up to 
the end-of-rtape reflective marker. If 
data is written after the end-of-tape 
reflective marker, the data must be 
erased with t//] MTC ERG SYSnnn. 



To ensure that a DSE failure is detected 
quxcKiy, rewind or rewind-unload should be 
performed with an MTC rather than manually. 
If the DSE command is issued when the tape 
is at load point, the contents of the tape, 
including the volume label, are erased 
completely. -In such a case the tape must 
be reinitialized or a tapemark ^ust be 
written on it before it cart be used again. 

The partition that issued the t//] MTC 
DSE command is placed in the wait state 
until the end-of-tape reflective marker is 
reached. 

The second operand, SYSxxx, represents any 
assigned logical unit. 

X ' cuu ' is the channel and unit in 
hexadecimal where c is the channel number 
(0-6) and uu is the unit number, 00-FE 
(0-254). X'cuuV is not valid for JCS. 

The optional third entry, nn, is a 
decimal number (01-99) representing the 
number of times the specified operation is 
to be performed. If nn is not specified, 
the operation is performed once. 

NEWVOL 

If an assignment specifying VOL= was given 
for a disk or tape unit and the system 
cannot find the requested volume on that 
unit, then the system prints g message on 
SYSLOG. The message 1t50A requests the 
operator to mount the desired volume. The 
partition enters the wait state. After 
having mounted the proper volume, the 
operator issues the NEWVOL attention 
command to indicate that processing may 
continue with the new volume. 



AR Form at 
NEWVOL 



m) 



If ho operand is specified, BG is assumed. 
Fn can be specified as Fl, F2, F3, or F4. 
If the specified partition is not waiting 
for a volume to be mounted, an error 
message is printed on SYSLOG. 

N0L06 

The NOLOG command (Suppress Logging) 
terminates the listing, on SYSLOG, of job 
control commands and statements (except 
JOB, PAUSE, STOP, ALLOC, ALLOCR, MAP, HOLD, 
DVCDN, DVCUP, *, EOJ (/S) , and EOP (/+)) 
that occur in the partition in which the 
NOLOG is issued. The NOLOG attention 
command affects all the partitions. The 
NOLOG function is effective until a LOG 
command for the partition involved is 
sensed. 
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^CC_arid_AR_Forroat 

NOLOG 

The operand field is ignored by the system, 

OPTION 

The OPTION statement specifies one or more 
of the job control options . The format of 
the OPTION statement is: 

JCS.Format 

// OPTION optionl[„option2.. .3 

The options that can appear in the operand 
field follow. Selected options can be in 
any order. Options are reset, to the 
standards established at system generation 
time upon encountering a JOB or a /& 
statement . 

LOG Lists columns 1-80 of all control 
statements and commands on 
SYSLIST. Control statements and 
commands are not listed until a 
LOG option is encountered. Once a 
LOG option statement is read, 
logging continues from jot step to 
job step until a NOLOG option is 
encountered or until either the 
JOB or /.S control statement is 
encountered. 

NOLOG Suppresses the listing of all 
valid control statements and 
commands on SYSLST until a LOG 
option is encountered. If SYSLST 
is assigned, -invalid statements 
and commands are listed. 

DUMP Dumps the registers, supervisor 
area,, and the virtual or the 
temporary real partition on 
SYSLST, if assigned, in the case 
of an abnormal program end (such 
as program check). 

Note:! If SYSLST is assigned to a 
3211 printer, the indexing feature 
of the device must be used with 
care. Shifting the print line to 
the left or too far to the right 
causes characters to be left out 
from every printed line of the 
dump. 

PARTDOMP Dumps the registers, the addresses 
and contents of the partition 
COMFEG, the PUB table, the PUB 
owner, the partition LUB table, 
the JIB table, the partition DIB 
table, the label type and the 
partition in which the program 
resides. The dumf) will be 
recorded on SYSLST (if assigned) 



in case of an abnormal program 
end. Refer to the Note under 
DUMP. 

NODUHP Suppresses the DUMP or PARTDUMP 
option. 

LINK Indicates that the object module 
is to be link-edited. When the 
LINK option is used, the output of 
the language translators is 
written on SYSLNK. The LINK 
option must always 'precede an 
EXEC LNKEDT Statement in the input 
stream. (CATAL also causes the 
LINK option to be set.) LINK is 
accepted by job control operating 
in a foreground partition if 
NPARTS=2-5 and PCIL=YES is 
specified during system generation 
and a private core image library 
is assigned. The LINK option is 
reset to NOLINK upon encountering 
an ASS3N statement or command for 
SYSLNK. 

NOLINK Suppresses the LINK option. The 
language translators can also 
suppress the LINK option if the 
problem program contains an error 
that would preclude the successful 
execution of the problem program. 

DECK Language translators produce 

object modules on SYSPCH. If LINK 
is specified, the DECK option is 
accepted by the PL/I, FORTRAN IV, 
American NajLioital Standard and 
DOS/VS COBOL Compilers, and the 
assembler. 

NODECK Suppresses the DECK option. 

EDECK The assembler punches all valid 

source macro definitions in edited 
format on SYSPCH. These macro 
definitions can be included in 
sublibrary E of the source 
statement library. 

NOEDECK Suppresses the EDECK option. 

ALIGN The assembler aligns constants and 
data areas on proper boundaries 
and checks the alignment of 
addresses used in machine 
instructions. 

NOALIGN Suppresses the ALIGN option. 

LIST Language translators write the 

source module listing on SYSLST. 
The assembler also writes the 
'hexadecimal object module listing 
and the assembler and FORTRAN 
write a summary of all errors in 
the source program. All are 
written on SYSLST. 
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NOLIST Suppresses the LIST option. This 
option overrides the printing of 
the external symbol dictionary, 
relocation list dictionary, and 
cross reference (XREF) list. 

LISTX The ANS and DOS/VS COBOL compilers 
produce a PROCEDURE DIVISION MAP 
on SYSLST. The PL/ I and FORTRAN 
compilers produce the object 
modules qn SYSLST. 

NOLISTX suppresses the LISTX option. 

SYM The American National Standard and 
DOS/VS COBOL compilers produce a 
DATA DIVISION map on SYSLST; the 
PL/I compiler produces the symbol 
table on SYSLST; the COBOL 
compilers produce a DATA DIVISION 
map on SYSLST. 

NOSYM Suppresses the SYM option. 

XREF The assembler writes the symbolic 
cross-reference list on SYSLST. 

NOXREF Suppresses the XREF option. 

ERRS The FORTRAN, ANS and DOS/VS COBOL, 
and PL/I compilers summarize all 
errors in the source program on 
SYSLST. 

NOERRS suppresses the, ERRS option. 

ACANCEL This option indicates that the job 
must be canceled (instead of 
awaiting operator intervention) if 
an attempt to assign a device is 
unsuccessful. This may be due to 
an undefined device, invalid 
device status, unassignable unit, 
or conflicting I/O assignments.' 
At end-of-job, this option is set 
to the standard setting specified 
at system generation time. 



NOACANCEL 

Suppresses the ACANCEL option. 
The system awaits operator 
intervention in the case of an 
unsuccessful assignment. 

CATAL A phase or program is cataloged in 
the core image library at the 
completion of a link-edit run. 
CATAL also sets the LINK option. 
CATAL is accepted by job control 
operating in a foreground 
partition if NPARTS=2-5 and 
PCIL=YES is specified during 
system generation and a private 
core image library is assigned. 

STDLABEL All DASD and tape labels submitted 
after this point are written at 
the beginning of the standard 



label track. Reset to OSRLABEL 
option at end of job or end-of-job 
step. All file definition state- 
ments submitted after this option 
are available to any program in 
any partition until another set of 
standard file definition 
statements is submitted. STDLABEL 
is not accepted by job control 
operating in a foreground parti- 
tion. All file definition state- 
ments following OPTION STDLABEL 
are included in the system 
standard file definition set un- 
til one of the following occurs : 



1. End-of-job. 

2. OPTION USRLABEL is specified. 

3. . OPTION PARSTD is specified-. 

OPTION STDLABEL followed by a /6 
clears the standard label track. 
(See Note.) 

USRLABEL All DASD and tape labels submitted 
after this point are written at 
the beginning of the user label 
track. (See Note.) 

PARSTD All DASD and tape labels submitted 
after this point are written at 
the beginning of the partition 
standard label track. Reset to 
USRLABEL option at end of job or 
end-of-job step. All file 
definition statements submitted 
after this option are available to 
any program in the current 
partition until another set of 
partition standard file definition 
statements is submitted. All file 
definition statements submitted 
after OPTION PARSTD are included 
in the partition standard file 
definition set until one of the 
following occurs: 

1. End-of-job. 

2. OPTION USRLABEL is specified. 

3. OPTION STDLABEL is specified. 

OPTION PARSTD followed by a /6 
clears the partition standard 
label ^rack. 

For a given filename, the sequence 
of search for label information 
during an OPEN is the USRLABEL 
area, followed by the PARSTD area, 
followed by the STDLABEL area. 
(See Note.) 

use Specifies the 4 8-character set on 
SYSIPr (for PL/I). 

^OC Specifies the 6 0-character set on 
SYSIPT (for PL/I). 
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SYSPARM= 'String' 

Specifies a value for the 
assembler system variable syKibol 
$SYSPARM. ,$SYSPARM gets the value 
of the string, which is enclosed 
by apostrophes. The string can 
contain 0-8 EBCDIC characters. 
One internal quote must be 
represented by two. (Job control 
removes one of them when setting 
the value.) The surrounding 
quotes are not included and the 
length of $SYSPARM is' determined 
by the resulting string. 



This operand is inval'id if SYSPARl;! 
support was not specified when the 
system was originally generated. 



SUBLIB=DF Directs the DOS/VS apsemkler and 
ESERV program to . retrieve 
non-edited macros and copy-books 
from the D.sublibrary of the 
source statement library instead 
of from the A.sublibrary and €o 
retrieve edited macros from the 
F.'sublibrary. instead of from the 
E.sublibrary. IBM uses the O. 
and F.sublibraries to distribute 
macros and copy source code for 
programs that are to be executed 
in a teleprocessing network 
control unit. The option remains 
in force until an end-of- job 
condition or a // OPTION SUBLIB=AE 
stateiment is encountered. 

SOBLIB=AE Redirects the Assembler and the 
ESERV program* to retrieve 
non-edited macros and copy books 
from the A.sublibrary and to 
retrieve edited macros from the 
E.sublibrary. 



The options specified in the OPTION 
statement remain, in effect until a contrary 
option is encountered or until a JOB 
co|itrol statement is read. In the latter 
case, the options are reset to the standard 
that was established when the system was 
originally generated. 



OVEND 



The OVEND (overwrite. End) statement or 
command applies to cataloged procedures 
only. It is used to indicate that no more 
overwrite statements will follow for the 
respective procedure. 



JCS Format 



// OVEND 



JCC Format 



tcomraentJ 



OVEND 



[comment] 



For the use of overwrite statements and the 
rules that apply to temporary procedure - 
modification, refer to the DOS/VS System . 
{janageroent Guide, GC:33-^537i7 

PAUSE 

The PAUSE statement causes a pause 
immediately after .prpcessing this 
statements 

The PAUSE command causes a pause at the 
end of the current job step* 

The PAUSE statement or command always 
appears on SYSLOG. If only a printer is 
available, the •PAUSE statement Or comroahd 
is ignored. At the time SYSLOG is unlocked 
for^message input, you can continue 
processing by pressing the END or ENTER 
key. 

JCS Format 

// PAUSE lainy user comraeht] 

JdC Format 

PAUSE [any user comraeht J 

AR Format 



BG] 

Fl 
F2 

'fsI 
Fa 



PAUSE 



[,EOJ] 



Ainy assiginment for SYSLNK after the 
occurrence of the OPTION, statement cancels 
the iUNK and CATAL options. These two 
options are also canceled after each 
occurrence of an EXEC statement with a 
blanit Operand. 



Note: Refer to DOS/ VS Tape Labels, 
GC33-537U, and DOS/VS DASD I.abel3, 
GC33-5375 for additional j,nformation about 
STDLABEL, USRLABEL, and PARSTD. 



For the attention routine, if the first 
operand is omitted, BG is assumed. The EOJ 
operand roust be preceded by a BG, Fl, F2> 
F3, or FH operand. ~ 

The attention routine PAUSE command 
normally causes job control processing to 
pause at the end of the current jpb step in 
the partition specified; Use of the EOJ 
Operand causes job control processing to 
pause at end-of- job in the. partition 
specified,; 
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PRTY 



i£C^2nnat_ 



The PRTif (priority) command allows the 
operator (a) to display the priority 
sequence of the partitions in the system, 
which was set at system generation, or (b) 
to change that sequence. In both cases 
also the current status (if active) of the 
TP Balancing function is displayed. 

RR Format 

PRTY 

This format of the PRTY command displays 
the priority of all partitions on the 
device assigned to SYSLOG. 

PRTY [pi. ..,pri] 



This format of the command changes the 
priority of the partitions. The number of 
operands specified must coincide with the 
number of partitions in the system. The 
values ,of the operands are the partition 
identifiers B3, Fl, F2, F3, or F4. The 
order of operands indicates the new 
priority sequence, in ascending order. For 
example 



PRTY 



BG,F3,F1,F2 



sets the background with the lowest, and 
foreground- two with the highest priority in 
a four-partition system. 



RESET 



The RESET command or statement (Reset I/O. 
Assignments) resets temporary I/O 
assignments to the standard assignirents in 
the partition in which RESET was submitted. 
The standard assignments are those 
specified when the system is generated, 
plus any modifications made by the operator 
via an ASSGN command without the TEMP 
option. 



Wh6n the physical device affected by 
RESET is a magnetic tape drive, the current 
mode set in the PUB table is set to the 
standard mode set for the device. The 
standard mode set is established at IPL 
time and is modified by a permanent ASSGN 
with an X'ss' parameter. 



RESET 



SYS 



PROG 



ALL 



SYSxxx 



ROD 



SYS 
PROG 
ALL 
SYSxxx 



Resets all system logical units to 
their standard assignments. 

Resets all programmer logical 
units to their standard 
assignments. 

Resets all logical units to their 
standard assignments. 

Resets the logical unit specified 
to its standard assignment. SYSIN 
or SYSOOT cannot be specified. 



The ROD command (Record on Demand) updates 
all statistical data record (SDR) counters 
for all non-teleprocessing devices on the 
recorder file on SYSREC from the SDR 
counters in storage. The command must not 
be issued until all jobs in the partitions 
in Jan MPS environment have completed. The 
ROD command also initializes the writing of 
the RDE end-of-day (EOD) record on SYSREC, 
The ROD command has no operand. 

N ote ; This command must not be specified 
for a Model 115 or 125 that is generated 
without software recording. 



JCC Format 
ROD 

RSTRT 



The RSTRT statement (Restart Gheckpointed 
Program) is available for checkpointed 
programs. A programmer can use the CHKPT 
macro instruction in his program to write 
checkpoint records. The maximum number of 
checkpoints that can be taken is decimal 
9999. The checkpointed information 
includes the registers, tape-positioning 
information, a dump of the program, and a 
restart address. 



JCS Format 



// RESET 



SYS 
PROG 
ALL 
SYSxxx 



The restart facility allows the 
programmer to continue execution of an 
interrupted job at a point other than the 
beginning. The procedure is to submit a 
group of job control statements including a 
restart (RSTRT) statement. 
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JCS Forjnat 

// RSTR.T sysxxx,nnnnt, filename] 



SYSxxx Symbolic unit name of the device 
on which the checkpoint records 
are stored. This unit must have 
been previously assigned. 

nnnn Identification of the checkpoint 
record to be used for restarting. 
This serial number is four 
characters. It corresponds to the 
"checkpoint identification used 
when the checkpoint was taken. 
The serial number is supplied by 
the checkpoint routine, and 
printed on SYSLOG when the check-^ 
point is taken. 

filename Symbolic name of the disk 

checkpoint file to be used for 
restarting. It must be identical 
to the filename of the DTFPH to 
describe the disk checkpoint file 
and the fifth parameter of the 
CHKPT macro instruction. This 
operand applies only when 
specifying a disk as the 
checkpoint file. 

See pos/^S Su£ervisor a|id__l/o Macros, 
QC33--53737~f«J^~fu?thir''detalls~on the CHKPT 
macro instruction. 

When a checkpoint is taken, the 
completed checkpoint is noted on SYSLOG. 
Restarting can be done from any checkpoint 
record, not :just the last. The jobname 
specified in the JOB statement must be 
identical to the jobname used when! the 
checkpoint was taken. The proper I/O 
device assignments must precede the RSTRT 
control statement. 

Assignment of input/output devices to 
symbolic unit names may vary from the 
initial assignment. Assignments are made 
for irestarting jobs in the same manner as 
assignments eire meicle for normal jobs. 
Care must be taken that a real-mode program 
is restarted in a real partition and a 
virtual-mode program in a virtual 
partition. 



SET 

The SET commcind initializes the UPSI 
configuration, specifies the number of 
lines to be printed on SYSLST, specifies 
the remaining disk capacity when SYSLST or 
SYSPCH is assigned to disk, and defines to 
the ssystem tl»e status of the recorder file 
on SYSREC used by the recoviery management 
support recoi-der (RMSR) features. It also 
sets the system date, defines the status of 



the hard copy file for the display operator 
console (DOC), defines a new size for the 
SVA, and specifies an SDL in the SVA. The 
SET card phould precede the JOB card in job 
control sequence. 

Note: RCPCH and RCLST operands are ignored 
if SYSLST or SYSPCH is assigned to a 3540 
diskette. 



JCC_gormat 

SET [UPSI=nl] [,LINECT=n2 3 [,RCLST=n3] 

E,RGPCH=nU] [,RF=n5] [,DATE=n6] [,HC=n7] 
[,SVA=n8] [,SDL=n9] 

UPSI=nl Sets the bit configuration of the 
UPSI byte in the communications 
region. nl consists of one to 
eight digits, either 0, 1, or X. 
Positions containing are set to 
0; positions containing 1 are set 
to 1; positions containing X are 
unchanged. Unspecified rightmost 
positions are assumed to be X. 

LINECT=n2 

Sets the standard number of lines 
to be printed on each page of 
SYSLST. n2 is an integer between 
30 and 99. 

RCLST=n3 n3 is a decimal number indicating 
the minimum number of records 
remaining to be written on SYSLST 
when assigned to disk before a 
warning is issued to the operator 
that the capacity of the extent is 
near. It may be any decimal 
, number from 100 through 65535. 

Note ; .This warning is issued. only 
between jobs. If. the extent 
limits are exceeded before tbe 
job, this job is terminated. 

If no value is given, the system 
sets RCLST equal to the value 
specified in the SYSFIL parameter 
when the system was generated. If 
no value was specified, the system 
sets RCLST equal to 1000. 

RCPCH=:n'» n4 is a decimal number indicating 
the minimum number of records 
remaining to be written on SYSPCH 
when assigned to disk before a 
warning is issued to the operator 
that the capacity of the extent is 
near. It may be any decimal 
number from 100 through 65535. 

Note: This warning is issued only 
between jobs. If the extent 
limits are exceeded before the 
job, this job is terminated. 
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If no value is given, the system 
sets RCPCH equal to the value 
specified in the SYSFIL parameter 
when the system was generated. If 
no value was specified, the system 
sets RCPCH equal to 1000. 



RF=n5 Defines to the system the status 
of the recorder file (IJSYSRC) oa 
SYSREC used by the recovery 
management support recorder (RMSR) 
feature. May only be specified 
after IPL before! the first JOB 
card. 



Note that a SET RF command is 
ignored if it is given for a Model 
115 or 125 without software 
recording. 

n5 can be: 

YES Indicates that an active 
recorder file exists. The system 
opens this file when the first JOB 
card is encountered. 

CREATE Instructs the system to 
create a recorder file when the 
first JOB card is encountered. 



DATE=n6 Sets the system date permanently 
to the specified value. The 
system date in the communications 
region of each partition is reset 
to reflect the new value. This 
subsequently resets the JOB date 
when a new job is run. n6 can 
have the following formats: 

mm/dd/yy 
dd/mm/yy 

mm specifies the month; dd 
specifies thR day; yy specifies 
the year. The format to be used 
is the format that was selected 
when the system was generated. 

The DATE parameter may only be 
specified if the TOD clock is not 
supported in the system or if the 
clock is not operational. 



HC=n7 Defines to the system the status 

of the hard-copy file (IJSYSCN) on 
SYSREC, used to produce hard copy 
of text that appears on the screen 
of the Display Operator Console 
for Model 115 or 125. Each line 
written on the screen, either by 
th,e system or by the operator, is 
written into IJSYSCN. 



n7 can have the following values: 

NO \ 
CREATE ) 

YES Indicates that a hard-copy 
file exists in the system and is 
opened as soon as the first JOB 
statement is read. 

NO Indicates that no recording 
is to be performed on the 
hard-copy file. 

CREATE Instructs the system to 
create a hard-copy file; the file 
is created and opened as soon as 
the first JOB statement is read. 

SVA=n8 Allows the user to change the SVA 
allocation specified at supervisor 
generation time. The format of n8 
is (nK,nK). The first parameter 
specifies the size of the SVA 
(shared virtual area) , including 
the SDL (system directory list), 
and the system GETVIS area. This 
size should be an even value and 
at least 6UK. The second 
parameter specifies the size of 
the system GETVIS area. This size 
should be a multiple of 2K and 
smaller than the size of the SVA. 
SET SVA may only be specified as 
the first statement after IPL (or 
as the first statement of the 
first procedure). 

SDL=n9 The specification of n9 is CREATE, 
which causes job control to build 
a system directory list in the 
SVA. It can also make it possible 
to load phases into the SVA. SET 
SDL may only be specified after 
SET SVA or as the first statement 
after IPL. SET SDL will not be 
accepted in a single-partition 
system. 

To build the SDL, job control 
reads the phasenames that should 
go into the SDL. These should be 
specified in subsequent state- 
ments each having the following 
format: 

phasename (, SVA] 

in which SVA indicates that the 
phase is to be placed in the 
shared virtual area if the phase 
is SVA-eligible. Each entry is 34 
bytes long and a maximum of 32K 
bytes can be entered into the SDL. 
When this number is exceeded, no 
more phasenames are accepted and a 
message is issued to the operator. 
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The last of the phasenaities is 
indicated when a /* statertient is 
encountered. The SET SDL command, 
phasenames, and /♦ can be placed 
in a procedure. Refer to DOS/VS 
SYStern_Generation, GC33-5377> for 
details on the IBM SDL procedures 
distributed with the system. 

If the requested phase is not 
present in the system core image 
library, a dummy entry is created 
that is filled when the specific 
phase is cataloged. 

START 

The START command (Start or Continue 
Processing) can be used to start or 
continue processing in the specified 
partition. The function of the START 
command is exactly the same as that of the 
BATCH command. 



AR_Forraat 




"BG 
Fl 


START 


F2 




F3 




F4 


BG 


Fl-FU 





Job control reads the next control 
statement from SYSLOG. 
Specifies that an inactive fore- 
ground partition or a foreground 
partition that has been stopped by 
a STOP comDftand is to be restarted. 
See also the BATCH command. 



STOP 



The STOP command (Stop Processing) 
indicates that there are no more jobs to be 
execvited in the partition in which the 
command is given. It cannot be used in a 
single-partition system. 

JCC , Format 

STOP 

This command removes the partition from the 
systesm's task selection mechanism. Job 
control remains in the partition and can be 
activated by the START or BATCH attention 
routine command. 

Notes : 

1. It may sometimes be advisable to use a 
STOP command instead of a PAUSE 
command. The PAUSE command issues a 
read ^o SYSLOG, tying it up until the 
operator responds. 

2. The STOP command can be used instead of 
the combination of HOLD and UNEATCH 
commands. 



TLBL 

The TLBL (Tape Label Information) statement 
replaces the VOL and TPLAB statement 
combination. It contains file label 
information for tape label checking and 
writing. (Programming support for the 
previous VOL and TPLAB combinations 
continues.) The TLBL statement may be used 
with both. EBCDIC and ASCII files. For 
■ASCII file processing,, the fourth and fifth 
operands are called set identifier and file 
section number, respectively. For detailed 
information about TLBL refer to DOS/VS Tape 
Labels, GC33-537U. 



JCS Format f pr^^EBCDIC Files 

// TLBL filename, ['file-id' ], [date] , 
[file-serial-number] , 
[volume-sequence-number] , 
[file-sequehce-number] , 
[generation-number] , 
[version-number] 

JCS Format for ASCII Files 



// TLBL 



filename 



filename, [ ' file-id ' ] , [date] , 
[set-identifier] , 
[file-section-nuraber] , 
[ file-sequence- number! , 
[generation-number] , 
[version-number] 



This can be from one to seven 
alphameric characters, the first 
of which must be alphabetic. This 
unique filename is identical to 
the symbolic name of the program 
DTF that identifies the file. 



•file-ID' 

One to seventeen alphameric 
characters, contained within 
apostrophes, indicating the unique 
name associated with the file on 
the volume. This operand may 
contain embedded blanks . On 
output files, if this operand is 
omitted, "filename" is used. On 
input files, if the operand is 
omitted, no checking will be done. 

date QytElit_Ilii.§.§' ^ retention period 
in the format d through dddd 
(0-9999) or yy/ddd (yy=0-99, 
ddd=l-365) can be specified. If 
omitted, a retention period is 
assumed. The current system date 
is always used as the creation 
date for output files. 

iDESt _^ii§§ • ^ four to six 
numeric character creation date in 
the format yy/ddd (99/365) can be 
specified (ddd can be from 1-365). 
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If omitted or a retention date is 
specified, no checking is done for 
input files. 

file serial number (EBCDIC) or 

set identifier (ASCII) 

One to six alphameric characters 
indicating the volume serial 
number of the first (or only) reel 
■ of the file. All six characters 
must be specified for ASCII files. 
For EBCDIC files, if fewer than 
six characters are specified, the 
field is right justified and 
padded with zeros. If this 
operand is omitted on output, the 
vol'urae serial number of the first 
(,or only) reel of the file is 
used. If the operand is (Omitted 
on input, no checking is done. 



volume sequence numbei: (EBCDIC) or 

file section number (ASCII) 

One to four numeric characters in 
ascending order for each volume of 
a multiple volume file. This 
number is incremented 
automatically by OPEN/CLOSE 
routines as required. If this 
operand is omitted on output, 
BCD 0001 is used. If omitted on 
input, no checking is done. 

file sequence number 

One to four numeric characters in 
ascending order for each file of 
multiple file volume. This number 
is incremented automatically by 
OPEN/CLOSE routines as required. 
If omitted on output, BCD 0001 is 
used. If omitted on input, no 
checking is done. 

generation number 

One to four numeric characters 
that modify the file ID. If 
omitted on output, BCD 0001 is 
used. If omitted on input, no 
checking is done. 



version number 

One or two numeric characters that 
modify the generation number. If 
omitted on output, BCD 01 is used 
for EBCDIC files, and BCD 00 for 
ASCII files. If omitted on input, 
no checking is done. 



AR Format 



TPBAL 



This format of the TPBAL command displays, 
on the device assigned to SYSLOG, the 
present status of the TP Balancing 
function. It indicates what partitions are 
currently being affected by the function. 



TPBAL n 

This format of the command alters the 
status of the TP Balancing function. The 
operand specifies the number of partitions 
in which processing can be delayed (always 
those partitions that have the lowest 
priorities). The system responds by 
displaying the partitions that will be 
affected under the new status. A 
specif ication of zero renders the function 
inoperative. The maximum number that can 
be specified is the number of partitions in 
the system minus one. 



TPLAB 



The TPLAB (Tapie Label Information) 
statement, which can be used for both 
EBCDIC and ASCII files, contains file label 
information for tape label checking and 
' riting. It must immediately follow a 
volume (VOL) statement. The TPLAEi 
statement contains an image of a portion of 
the standard tape file label. Label fields 
3-10 are always included just as they 
appear in the label. These are the only 
fields used for label checking. The 
additional, fields (3-13) can be included, 
if desired. Field 12 (block count) always 
defaults to zeros. If specified for an 
output file, they are written in the 
corresponding fields of the output label. 
They are ignored when used for an input 
file. DOS/VS Tape Labels, C3C33-5374, 
contains additional information -about 
TPLAB. 



JCS Format 



// TPLAB 



{: 



label 
label 



■fields 3- 
fields 3 



-10 M 
-13'/ 



TPBAL 



The TPBAL (Teleprocessing Balancing^ 
command allows the operator to display the 
status of the TP Balancing function, or to 
change tiiat status. 



•label fields 3-10* 

This is a 4 9- byte character 
string, included within 
apostrophes (8-5 punch), identlcail 
to positions 5-53 o£ the tape' file 
label. These fields can be 
included in one line. 
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'label. fields 3-13 •, 

This is a 6 9- byte character, 
string, included within 
apostrophes (8-5 punch) , identical 
to positions 5-73 of the tape file 
label. These fields are too long 
to be included on a single line. 
The character string must extend 
into column 71, a continuation 
character (any character) is 
present in column 72, and the 
character string is coinpletetd on 
the next line. The continuation 
line starts in column 16* 

ucs 



The UCS command (Load Universal Character 
Set Buffer) causes the 240-character 
Universal Character Set contained in the 
core image library phase specified by 
phasename to be loaded as buffer storage in 
the IBM 2821 Control Unit. The 240 EBCDIC 
characters correspond to the 2U0 print 
positions on 1U03 chains and irains* A 
character sent to the printer for printing 
is matched ageiinst the characters in the 
UCS buffer. When a match occurs, the 
corresponding chain/train character is 
printed in the print-line position that the 
output character occupied, ^husi through 
the UCS buffer and €he many chains/trains 
available, the 1403 Printer can be adapted 
to many variable printing applications. 

The logical unit muist be assigned to an 
IBM iU03 Printer with the UCS feature. It 
is the user's responsibility to assemble, 
link-edit,, and catalog his UCS buffer 
phases into the core image library, and to 
mount the new chain or train before the UCS 
coromaiid is executed. The UCS command is 
not logged on SYSLST. 

JCC. Format 

UCS SYSxxx , phasename [ , FOLD] t , BLOCK] 
t,NULMSt3] 

SYSxxx The name of the logical Unit 

assigned to a lt»03 UCS printer to 
be loaded. 



phasename 



FOLD 



The symbolic name of the core 
image library phase containing the 
2U0 EBCDIC characters to be 
loaded, followed by an 
80-character verification message. 
Each phase may have any valid 
phasename. 

Signifies that the buffer is to be 
loaded with the f olding operation 
code in the CCW to permit printing 
either uppercase or lowercase bit 
configurations. 



BLOCK Signifies that the 2^21 latch is 
to be set to inhibit datd checks 
generated by the 14 03 UCS Printer 
because of print line character 
mismatches with the UCS buffer. 

NULMSS Signifies that the 80-character 

verification message is not to bie 
printed on the 1^03 after the 
buffer is loaded. If this 
parameter is npt specified after 
the UCS buffer has been loaded, 
the program skips to channel 1, 
issues a print of the last 80 
characters in . the phase specified 
by the first parameter, and again 
skips to channel 1. This is to 
identify the phase, if the 
phasename is incorporated in the 
verification message. If a 
chain/train can be identified by a 
unique character, this message can 
also be used to verify that the 
mounted chain or train is 
compatible^ with the UCS buffer 
contents, by including this unique 
character in the verification 
message!. 

The UCS phase format is : 

r : •■ T — ■ ■--- — 1 

|240-charaGtfer 1 80-character | 
j UCS buffer load I verification j 
I (message | 

L _«_ , X.^ . -^ __J-^ 



UNBATCH 



The UNBATCH command terminates foreground 
processing and releases the partition. 
UNBATCH is accepted only when no ;}ob is in 
process in the partition and only from 
SYSLOG. The operator 'can gain command OjE'^ 
SYSLOG following a PAUSE or STOP command or 
a PAUSE statement. All tape or disk system 
I/O files must have been closed. Follpwing 
the UNBATCH Command, the attention routine 
accepts BATCH or START commands for the 
affected partition. UNBATCH permits 
storage allocation for the partition to be 
reduced. This command is valid only for 
foreground partitions. 



UNBATCH 



ilrpsi 



The UPSI (User Program Switch Indicators) 
statement allows you to Set program 
switches that can be tested. It has the 
following format. 
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JCS Format 



// UPSI nnnnnnnn 



The operand consists of one to eight 
characters of 0, 1, or X. Positions 
containing are set to 0. Positions 
containing 1 are set to 1. Positions 
containing X are unchanged. Unspecified 
rightmost positions are assumed to be X. 

Job control clears the UPSI byte to 
zeros before reading control statements for 
each job. When job control reads the UPSI 
statement, it sets or ignores the bits of 
the UPSI byte in the communication region. 
Left to right in the UPSI statement^ the 
digits correspond to bits through 7 in 
the UPSI byte. Any combination of the 
eight bits can be tested by problem 
programs at execution time. 



VOL 



The VOL statement (Volume Information) is 
used when standard labels for a DASD or 
tape file are checked unless the DLBL or 
TLBL statements are used. A VOL statement 
must be used for each file on a multifile 
volume .(when the DLAB or TPLAB statements 
are used). The VOL, TPLAB or VOL, DLAE, 
XTENT statements must appear in that order 
and must immediately precede the EXEC 
command or statement to which they apply. 

The VOL statement, in combination with 
the DLAB and XTENT statements, should not 
be used to supply label and extent 
information for the 3330/3333 or 3340. 



JCS Format 



//VOL SYSxxx, filename 



SYSxxx 



filename 



Symbolic unit name. . The symbolic 
unit name is taken from the XTENT 
stat^ent. 



This can be from one to seven 
alphameric characters, the first 
of which must be alphabetic. This 
unique filename is identical to 
the symbolic name of the program 
DTF that identifies the file. 



XTENT 



The XTENT statement (DASD Extent 
Information) defines each area, or extent, 
of a DASD file. One or more XTENT 
statements must follow each DLAB statement, 



The XTENT statement, in combination with 
the DLAB and VOL statement, should not be 
used to supply label and extent information 
for the 3330/3333 or 3340. The XTENT 
statement cannot be used for VSAM files. 



// XTENT type, sequence, lower, upper, 
'serial no. ', SYSxxx [Ba] 

type Extent Type. One or three 
columns, containing: 

1 = data area (no split 

cylinder) 

2 = overflow area (for indexed 

sequential file) 

4 = index area (for indexed 
sequential file) 

128 = data area (split cylinder). 
If type 128 is specified, 
the lower head is assumed to 
be HjLHaHa in lower, and the 
upper head HiHaHa in UE£er. 



sequence 



Ixtent^Seguence_Number . One to 
three columns, containing a 
decimal number from to 255, 
indicating the sequence number of 
this extent within a multiextent 
file, Extent sequence is used 
for the master index of an indexed 
sequential file. If the master 
index is not used, the first 
extent of an indexed sequential 
file has sequence number 1. The 
extent sequence for all other 
types of files begins with 0. 



lower Lower_Lin!it_of _Extent . Nine 

columns, containing the lowest 
address of the extent in the form 
BiCiCiCaCaCaHiHaHa, where: 

Bj. = initially assigned cell 
number. 

for disk 

to 9 for data cell 

CiCj. = subcell number. 

00 for disk 

00 to 19 for data cell 

CaCaCa = cylinder number. 

000 to 199 for disk 

or 
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strip number: 

000 to 009 for data cell 

Hi = head block position. 

for disk 

to U for data cell 

HaHa = head number 

00 to 09 for 2311 

00 to 19 for 2321, 231(4, 

2319, 3330/3333, 3340. 

Although a part of the address 
(such as Bi or C2C3C2) can be 
zero, a lower extent of all zeros 
is invalid. 



Locations that are on Greenwich Mean 
Time need not specify the ZONE statement or 
can specify 

// ZONE EAST/00/00 or 
// ZONE WEST/00/ 00 



JCS Format 



// ZONE^EAST^ /hh/mm 
\WEST / 



ERST 



A geographical position ea?t of 
Greenwich. 



WEST A geograph.'sal position west of 
Greenwich. 



Note; The last four strips of 
subcell 19 are reserved for 
alternate tracks for 2321. 



upper Upper Limit of Extent. Nine 

columns containing the highest 
address of the extent, in the same 
form as the lower liirit. 



' serial no. 

Volume Serial Number. This is a 
six-byte alphameric character 
string, contained within 
apostrophes. The number is the 
same as in the volume label 
(voluime serial number) and the 
Format 1 label (file serial 
number) . 



SYSxxx This is th? symbolic address of 
the DASD drive. 



Currently assigned cell number. 

for disk 

0-9 for data cell 

This field is optional. If 
missing, job control assigns 

Bi=Ba. 



ZONE 



The ZONE statement initializes the value of 
the job zone field in the communication 
region (bytes 143 and 144). If no ZONE 
statement is supplied, job control supplies 
the zone given in the system zone field in 
the communication region extension (bytes 
6 8 and 69) . If no DATE statement is 
supplied, the job date is updated by means 
of the values given in the system date 
field and in the ZONE statement. 



hh/mm. A decimal value that indicates the 
difference in hours and minutes 
between local time and Greenwich 
Mean Time. hh may be in the range 
0-12, mm in the range 0-59. 

This statement is only accepted if 
tirae-of-day clock support is included in 
the system. Otherwise, the message iSOaD 
INVALID STATEMENT appears on SYSLOG and 
SYSLST. 



/+ — End-of-Procedure 



The End-of-Procedure statement is /+ , 
unless you specify a different 
end-of-procedure statement as indicated in 
the EOF parameter of the CATALP statement. 
This statement is valid only for cataloged 
procedures and must be the last statement 
of each procedure to be cataloged. (For 
information on the EOP parameter, refer to 
the CATALP statement in the section 
Procedure Library: Maintenance and Service 
Programs.) 



/+ [comment] 



Columns 1 and 2 contain a slash (/) and a 
plus (+). column 3 must be blank. 

As a special delimiter statement, /+ is 
neither logged nor listed when retrieving a 
cataloged procedure for inclusion in the 
job input stream. Instead, the following 
message appears: 

EOP procedurename 

The /+ statement is punched and/or listed 
only when a procedure is processed by the 
PSERV program. 
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/* " End-of-Data File 



The End-of-Data File statement must be the 
last statement of each input data file on 
SYSRDR and SYSIPT. 

JCS Format 



/* 



Columns 1 and 2 contain a slash (/) and an 
asterisk (*). Column 3 must be blank. /* 
causes the channel scheduler to post the 
end-of-file indicator in the user's CCB. 
Logical IOCS also recognizes /* when a card 
reader is assigned to the symbolic units 
SYSOOO-SYSnnn. 

iNOte: For an input file on an IBM 5U25 
MFCU, the /* card must be followed by a 
blank card. 

/& - End-of-Job 

This End-of-Job statement must be the last 
statement of each lob. 

JCS_Format 

/6 [comments] 

Columns 1 and 2 contain a slash (/) and an 
ampersand (6) (12-punch) . Column 3 must be 
blank. Upon occurrence of /£, the channel 
scheduler posts an end-of-file indicator in 
the user's CCB. If the user attempts to 
read past the /6 on SYSRDR or SYSIPT, the 
job is terminated. Any comments can begin 
in column lU and are printed at end of job. 
If a job updates a system directory, 
commejfits included on the /6 statement are 
not printed. 

If time-of-day clock support is 
provided, the end-of-job statement is 
printed on SYSLST in the following format: 
columns 1-3 contain EOJ, columns 5-12 the 
job name columns 14-72 blanks or any user 
comments, and columns 73-118 the date, 
time-of-day, and job duration in the 
following format : 

JATE ram/dd/yy, CLOCK hh/mm/ss, 
DURATION hh/ram/ss 

On SYSLOG, the date, time of day, and job 
duration (the amount of time elapsed 
between the start and the end of a job) 
appear in the same format, occupying 46 
positions, on the line following the 
end-of-job statement. 

If time-of-day clock support is part of 
vour system, the zone and date values are 

eset every time this statement is 
encountered. 



Note; The stop time that the job 
accounting routines stores in byte 40 of 
the Job Accounting Table is calculated from 
the values in storage locations 80 and 84. 

End-of-job information is not printed on 
SYSLST if // OPTION NOLOG has been 
specified. (The NOLOG statement itself is 
logged on SYSLST) . 

* — Comments 



This statement can be used as a job control 
comments statement. 

JCS Format 



* any user comments 



2 is 



Column 1 contains an asterisk. Column 
blank. The remainder of the statement 
(through column 72) contains any user 
comments. The content of the comment 
statement is printed on SYSLOG. If 
followed by a PAUSE statement, the 
statement can be used to request operator 
action. 



JOB CONTROL STATEMENT EXAMPLE 

Figure 6 contains six examples of job 
control statement input. In the discussion 
that follows, each point corresponds to the 
number at the left of the two slashes in 
the job control statements. The PHASE, 
INCIUDE, and ENTRY statements- are linkage 
editor control statements. These 
statements are described in detail in the 
section L inka3e_Edi tor . They are included 
in this discussion to present a more 
meaningful example. 

1. JOB statement for first example. 

2. ASSGN statement for the disk with 
volume serial number 231U02. 

3. DLBL and EXTENT statements to define 
ISAM file to be created. 

4. EXEC statement for a program in the 
system core image library to be 
executed in virtual mode. 

5. End-of-job indicator. All temporary 
symbolic unit assignments reset to the 
permanent assigns. 

6. JOB statement for example 2. 

7. ASSGN statements for 3330 disks and 
tape. 

8. DLBL and EXTENT statements to define a 
sequential disk file with two extents 
on separate 3330 volumes. 
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9. EXfiC statetnent for a p3r<Jg[rain in the 

system core image library th^t is to be 
executed in fifiM. modd, using 60K of the 
real storage allocated to BGR. 



10 . Mire (Magnetic Tape Command) to rewind 
and Unload the tape just created, 

11. Message, to operator concerning the 
tape. .. ■' ..■ 

12. End-of- job indicator. 

13. MRP command to print a map of real and 
virtual storage allocatlohis on SYSLOG. 

14. JOB statement tor exathple 3. 

15. ASSGN statements to releaBep;revio<^8 
tape assignment, and temporarily jkssighj 
SYSPCH to t^hat !bap^. 

16 . OPTION sfateroent td specify options, 
that are different from those; 
established at dys tern Generation. 

17. CATALR statement that Wili be 
transferred by job Control to the 
SSfSPCH file (tape on 381). This tape 

; can then (after qreatipn; of the object 
deck) be used as input to the MAINT 
program to catalog to the relocatable , 
library. ;■■ 

18. EXEC statement for the system 
assembler. 

19. Source deck as input to the system 
assembler and /♦ (end-of-data) . 

20. MTC commcinds to write a tapemark and 
rewind the tape pn 381. This tape is 
now positioned for use as SYSIPT. 

21 . RESET statement causes SYSPCH to revert 
to its permanent assignment. 

22. Temporary assignment of SYSIPT to tape 
381 for use by the librarian program 
MAINT. 

23. E!XEC statement for MAINT. 

2H. MTC command to rewind and unload tape 
cm unit 381. 



25. End-of- job indicator with a comment. 
SYSIPT returns to its permanent 
assignment* 

26. JOB statement for example 4. 

27. Permanent assignment of private core 
image library to 3330 on unit 110. 

28. OPTION statement to specify the CATAL 
function is to take place, 

29 . PHASE and INCLUDE statements that are 
input to the linkage editor. The first 
INCLtiDE statement calls the module 
previotisly cataloged in the relocatable 
library and the second (with a blank 
operand) is followed by an object deck 
to be included, 

30. /♦ indicates the end of the object 
deck* not the end of input to the 
linkage editor. 

31. ENTRY statement input to the linkage 
K editor specifying an entry point for 
. Jthe PHASE PROGX03, 

32* EXEC statement for the linkage editor. 

33. Permanently unassigns the private core 
image library* 

34. Ena-of-^job indicator. 

3 5, JOB stfitemeh t for example 5 . 

36. SXECStateitient using cataloged 
procedures, libmaint is a set of JCL 
arid SYSIPT input in the Procedure 
Library. 

37. End-of- job indicator. 

38. JOB statenent for example 6. 

39. ASSGN statement for SYSLST, which may 
be any printer. 

40. SYSO 04 should be assigned to a tape on 
X*380«, or X'381' (if X«380' is not 
available), or X'382' (if X'381' is not 
available) , 

41. Assign SYS 00 5 to the same unit as 
SYS004 (described in 40) , 



Job Control 57 



J. . — _ . _ _ ___ 

1 // JOB B79ISF LOAD ISAM FILE 

2 // ASSGN SYS005,DISK,VOL=231402 ISAM BACKUP MASTER — PREMOUNTED PACK 
// DLBL LOADIS,'FILE8685' ,,ISC 

// EXTENT SYS005, 231402, 4, 1,200, 20 

3 // EXTENT SYS005, 231402, 1,2, 300, 360 

4 // EXEC ISOOF 

5 /£ 

6 // JOB U81SDC UNLOAD SEQUENTIAL DISK TO TAPE 
//ASSGN SyS004,X'lll' INPUT MASTER FILE 

7 //ASSGN SYS005,X'112' (2 EXTENTS) 

// ASSGN SYS006,X'380',X'C8* BACKUP TAPE DUAL DENSITY 9-TRACK 
// DLBL SDUNLD, 'SEQUENTIAL FILE', 73/206, SD 

8 // EXTENT SYS004, 333002,1, 0,1900, 380 
// EXTENT SYS005, 333003,1, 1,76, 570 

9 '// EXEC SD008,REAL,SIZE=60K RUN IN REAL USING 60K 

10 // MTC RUN,SYS006 

11 * OPERATOR - TAPE ON 380 - LA^EL, REMOVE RING 

* AND RETURN TO LIBRARY 

12 /fi 

* CREATE A MAP OF STORAGE ON SYSLOG 

13 MAP 

14 // JOB R61ASSM OBJECT DECK TO TAPE - CATALOG IN 

* , RELOCATABLE LIBRARY 
ASSGN SYS012,UA CLEAR PREVIOUS TAPE ASSIGN 

15 //ASSGN SYSPCH,X'381' ASSIGN SYSPCH TO TAPE 

16 //OPTION DECK, LIST, XREF,NOEDECK 

17 CATALR MOD207 

18 // EXEC ASSEMBLY 

19 (ASSEMBLER SOURCE HERE) 
/* 

20 //MTC WTM,SYSPCH,02 WRITE TAPEMARK AND 
// MTC REW, SYSPCH REWIND SYSPCH TAPE 

21 // RESET SYSPCH 

22 ASSGN SYSIPT,X' 381', TEMP TO READ MODULE PRODUCED ABOVE -- TEMP ASSGN OVERRIDE 

23 // EXEC,MAINT 

24 MTC RUN, X' 381' UNLOAD/REWIND SYSIPT 

25 /£ EOJ R61ASSM 

26 // JOB K13CATL LINK MODULES INTO A 

27 ASSGN SYSCLB,X'110' PRIVATE CORE IMAGE LIBRARY 

28 // OPTION CATAL 

PHASE PROGX03,* 

29 INCLUDE MOD207 
INCLUDE 

(OBJECT DECK INCLUDED HERE) 

30 /* 

31 ENTRY MD207B 

32 // EXEC LNKEDT 

33 ASSGN SYSCLB,UA 
34/6 

35 // JOB E3 9MANT CATALOGED PROCEDURE FOR LIBRARY MAINTENANCE 

36 // EXEC PROC-LIBMAINT 

37 /& 

38 // .JOB E40 

39 // ASSGN SYSLST, PRINTER ASSIGN SYSLST TO ANY PRINTER 

40 // ASSGN SYS004, (X'380' ,X'381',X'382') ASSIGN SYS004 TO A TAPE WITHIN THIS RANGE 

41 //ASSIGN SYS005,SYS004 ASSIGN SYS005 AS SYS004 
//EXEC MYPROG 

/S 



Figure 6. Job Control Statement Examples 
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POWER/VS 



POWER/ VS is a reader/writer spooling 
processor that provides automatic staging 
of unit-record input and output, class 
scheduling^ and priority scheduling for all 
DOS/VS programs executed under its control. 
The remote job entry (RJE) facility of 
POWER/VS permits jobs to be entered into 
the central system from up. to 25 terminals 
concurrently.. 



This section describes the POWER/VS job 
entr},' control language, the central 
operator commands, and the PCWER/VS RJE 
terminal commands* 



A summary of all POWER/VS statements and 
commands is contained in gtPEgndix C* 



Job Entry Control Language (JECL) 



Spool output to tape or disk 
intermediate storage. 



• Specify the partition in which the 
job is to be executed. 

• Segment the output. (Break bulky 
list or punch output into segments s 
that printing or punching can be 
started before execution of the 
generated user program has been 
completed. ) 

2 Under POWER/VS RJE only: 

• Direct output to another user or to 
all terminal users. 

• Direct output to the central 
installation. 



Format of JECL Statements 



The job entry control language (JECL) 
specifies how POWER/VS is to handle a job. 
If JECL is used (it is not required), it 
supplements the DOS/VS job control language 
by allowing the user more options. 



JECL statements are entered as punched 
cards within the job stream. The format of 
JECL statements is shown in. Figure 7. 



Since JECL statements begin with an 
asterisk-blank, job control treats them as 
comments when POWER/Vs is not in operation . 



.This also means that for a writer-only 
system, dual entries are created for LST, 
PUN, and PRT statements. To ptevent this, 
"OPTION NOLOG" should precede the JECL 
statement. 



Columns 
1-4 


5-71 


72 


73-80 


® 


Operation 
Field 

© 


Operand 
Field 

® 


Comments 
Field 

® 


' 


Sequence 
Field 

® 



Functions of JECL Statements 



Figure 7. Format of JECL Statements^ 



JECL allows you to specify how POWER/VS is 
to handle a particular' job. You may use 
JECL statements, for instance, for the 
following: 



1 Under POWER/VS and POWER/VS RJE : 

• Assign priorities to determine the 
order in which the jobs are started, 

• Assign input and output dispositions 
(Determine the way in which POWER/VS 
routes and schedules queue entries.) 



E?[ch JECL statement consists of 
following fields: 

1. Ident if ication_f ield ; Contains the 
characters ♦"$$ in~columns 1 through ' . 
(Column 2 roust be blank. ) Can be used 
for POWER/VS purposes only. 

2. Operation field; Specifies the JEc^ 
opej:ation7~ It~may either directly 
follow the second dollar sign or be 
separated from the second dollar sign 
by one or more blanks. At least one 
blank must separate the operation field 
from the operand field. 
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3. Qperan d, fi ej.d; contains one or more 
poiitional or keyword, pptraineters, 
separated by comttias, A blanlc 
terminates the operand field; 
therefore, no, parameter- may contain 
embedded blanks. Keyword or positional 
parameters cannot be mixed within one. 
statement. 

Note; Some POWER/VS features are 
supported pnly through keyword 
notations. 

Positional parameters must be specified 
in a' fixed order. If a positional 
' parameter i^ omitted, its delirriting 
coinma must be coded. If trailing 
parameters are omitted, trailing commas 
call a^:so be omitted. If no pai^ameters 
are specified; the entire operand field 
can be omitted/ When a cJomment field 
is present and the entire operand field 
is blank, the omitted operand field is 
indicated by a comma, which is preceded 
and followed by at least one blank. If 
the operand field cannot be contained 
on one card* a continuation card can be 
produced according to the following 
arules; 

■ • The operand field can be bzroken 
after a comma' that separates two 
Parameters, and can be continued on 
the next card starting from columns 
6 through 16. , Column 72 of the 
first card rRUSt contain a non-blank 
•character. This process can be 
repeated for as many cards ad are 

::••' hecessary.': .,/:-. 

t Columns 1 to f of each continuation 
statement must cont^ain* $$ 
(asterisk-blank-dollar^dollar) . 
Column 72 of a one-card statement or 
a last continuation card must be 
blank . 

Note: In a writer-only piartition, 
continuation of a ♦ $$ JCB card is not 
recognized. 

4. Coroments_field: May contain any 
information. This field can be broken 
off anywhere and continued on the next 
card in any column, subject to the^same 
rules given for the operand field. 

5. Seguence_field; May contain up to 
eight"*characters of optional 
information uped for control statement 
identification. If present, the 
sequence "field is positionally 
dependent and must. start in column 73. 

Descrigtign„pf_JECL .Statements 

figure 8 lists all JECL statements in 
alphabetical ordep. This list is followed 



by a detailed description of each statement 
and its operands. Examples demonstrating 
the use of JECL statements are given at the 
end of this section. 

r— -- — ■ — T-. -• - — ■: — ' •: •! 

JECL IFunction | 

Statement I | 



♦ $$ CTL 

♦ $$ DATA 

♦ $$ EOJ 

♦ $$ JOB 

♦ $$ LST 

♦ $$ PRT 

♦ $$ PUN 

♦ $$ RDR 

♦ $$ SLI 

♦ $$/* 

♦ $$/& 



jspecifies a default input \ 

jclass. I 

I I 

I Inserts data into a book | 

I retrieved from a source | 

I statement library. • | 

I I 
I Indicates the end o^ a POWER/ VS. j 

I job. I 

I I. 

[Ind^icates the beginning of a | 

jPOWEfi/VS job and provides | 

I handling information. | 

I I 

I Provides handling information | 

l for printed output. | 

.|-- ,:^' ^ ■ • ; I 

I Provides handling information | 

jfor punched output. " | 

I' "I 

] Inserts a diskette file into | 

I the iripiit stream. | 



jlnserts data from a source 
Isublibrary into the job stream. 

I - 

I Used in a source statement 
I library book to indicate tbfe 
I end of a DOS/vs job step (used 
I with the SLI statement only) . 



jUsed in a source statement 
I library book to indicate the 
lend of a DOS/VS job (used with 
I the SLI statement only). 

-J.-: : „ : ■^_^__. :^ . 



Figure 8. POWER/VS JECL Statements 

The following pages describe all the the 
POWER/Vs JECL statements in alpheibetical 
order. A* summary of these statements " is 
contained in Appendix_C. 



* $$ CTL Statement 

The * $$ CTL statement establishes the 
default input class that is assigned to all 
jobs whose input class is not specified in 
the '* $$ JOB statement. It overrides an 
input class specification that may have 
been made in a PST ART command. It may be 
placed at any POWER/VS job boundary in the 
input stream, and becomes effective 
immediately. It remains in effect until 
the i>ext ♦ $$ CTL statement is read or 
until the reader task is stopped with a 
PSTOP command. 
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Keiword_Fgnnat£Qnl.3i 



♦ $$ CTL 



class 



[CLA£!S=|A V'l 

\class/J 



Specifies the input class to which 
any subsequent jobs ape! assigned 
if they do .not contain a class 
specification in their •♦ $$ JOB 
statement. The CLASS parameter 
may be used in order to group jobs 
that require the same I/O 
configuration, partition, or other 
resources for execution. If class 
is not specified, class A is 
assumed. Partition-dependent; 
class is specified as a single 
alphabetic character (A-Z) or a 
single number (0 through 4), when 
specified as a number, input class 
is through >*. 

The CLASS parameter in the * $$ 
CTL statement overrides the class 
specified in the PSTART command, 
which Overrides default class A. 



* $$ DATA Statement 

The * $$ DATA statement allows you to 
insert a deck of cards from the card reader 
into a book thait is retrieved from the 
source, statement library by an ♦ $$ SLI 
statement. Data statements must be 
preceded by an ♦ $$ SLI statement; 
otherwise, they are treated as coroieents. 

* $$ SL update statements (♦ $$ SLI in 
columns 73-76) and * $,$ data statements may 
te'e used ^together. However, they must 
appear ip the job stream in the same order 
as the corresponding images appear in the 
source statemexit library book. The 
statement is ignored. in a writer-only 
partition. 

Format 

* $$ DATA name 

name specifies the name pf the 

corresp'ondincf ♦ $$ DATA statfsraent in 
the source statement library book 
where data is to be inserted, name 
can be from one to eight alphameric 
characters^ Therfirst character must 
be alphabetic. 



*$$EOJ Statement 

The ♦ $$ EOJ statement marks the end of a 
POWER/VS job and; if used, is normally 
placed at the end of a DOS/VS job or job 
step. If this staterteht is submitted at 
any other timet than OOS/VS* job control 
himej, it is still at?ted upon by >PDWER/VSv 



Format 
* $$ EOJ 

<f $$JOg statement 

The *:$$ JOB statement may be placed 
anywhere in a DOS/VS job stream to specify 
POWER/VS job attributes or to begin a 
POWiER/VS job. An ♦$$ JOB statement 
encoiintered in the input stream without a 
preceding * $$ EOJ statement is used c^s a 
delimiter for the previous POWER/VS job. 
if the * $$ JOB'' statement is omitted, 
POWER/VS jobs are delimited by the // JOB 
and /S job control statements. The 
POWER/Vs job name is then copied from the 
DOS/VS job name. 

PositionaX_JFormat 



♦ $$'JOB 



"AUTbNAMEl 
jobnime J 
"d ■ 1 

^dispositionj 
, 'priority] 
^ class] 



Ke y word^Forroat 

* $$ JOB f ./AUTONAME)"! 

JNM=1 jobname"/ 

^'DISP=)disposltionn 

',PRI=priority] 

C, GLASS«classl 

[ , lJSER=user-inf orroation] 

jobname Specifies the name by which the 
job and' its queue entries are 
known to POWER/VS. If the job 
contains several DOS/VS jobs, they 
are all logged in POWER/VS by the 
jobname in the ♦ $$ JOB statement. 

The default -name AUTONAMB is 
assigned if jobname is not 
specified, jobname may be , 
specified as one to eight 
alphameric characters. The first 
character mMst be alphabetic. The' 
use of the jobname ALL, HOLD, 
FREEr RJE, LOCAL, or one-oharaqter 
jobnames should be avoided as they 
may conflict with some POWER/VS 
. operatpr commands, 

disposition 

Specifies how POWER/VS. will rout^ 
and schedule the associated entry 
in the read queui9. It may be one 
of the following J H for hold, K 
for keep, L for leave, or D for 
delete after processing* The 
def ault '^is- D, ■ . 
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D - Delete after processing. The 
job is automatically scheduled 
by POWER/VS according to its 
class and priority. After job 
execution, the read queue 
entry is deleted from the read 
queue and the data file space 
is released. 



Classes through t have a 
specific meaning and are ceuLled 
the partition-dependent classes. 
Jobs with class can only be 
selected for execution in the 
background partition, jobs with 
class 1 in partition Fl, and so 
on. 



H - Hold job. The job retrains in 
the read queue; it is not 
dispatched by POWER/VS until 
the operator changes the 
disposition to D or K by means 
of the PALTER command or 
issues the PRELEASE command.' 

K - Keep after processing. The 
job will be automatically 
scheduled by POWER/VS 
according to its class and 
priority. After job 
execution, the read queue 
entry is not deleted from the 
read queue, but the 
disposition becomes L. 

L - Leave in queue. The job 

remains in the read queue; it 
is not dispatched by POWER/VS 
until the operator changes the 
disposition to K or D by means 
of the PALTER command or 
issues the PRELEASE command. 

Disposition is ignored in a 
writer-only partition. 



priority Specifies the priority assigned to 
this job in both input and output 
queues. It is specified as a 
single digit from to 9. Nine is 
the highest priority. If the 
priority parameter is not 
specified, POWER/VS assigns the 
default priority defined in the 
PRI parameter of the POWER macro. 
Jobs are dispatched on a 
first-in-first-out basis within 
priority, within class. Priority 
is ignored in a writer-only 
partition. 



If the class parameter is omitted, 
the class specification is taken 
from the CTL statement. If no CTL 
statement is specified, the class 
is established by the PSTART 
command. , If no class is specified 
at 'all, default class A is 
assigned. 

Note; When the * $$ JOB statement 
is coded in its positional form, 
clas-^. may be coded as BG, and 
classes 1 through ^ may be coded 
as Fl through F4. 



user information 

Up to 16 bytes of user information 
may be specified. If JLOG=YES was 
specified during during POWER/VS 
generation, this information is 
printed on SYSLOG when the 
execution read task encounters an 
♦ $$ JOB statement. The POWER/VS 
user information also appears in 
the POWER/VS account records and 
in separator pages. User 
information must be specified as 
alphameric unless within quotes. 



* $$ LST or PRT Statement 

The * $$ LST (or ♦ $$ PRT) statement 
defines the attributes of the intercepted 
list_ output of a POWER/VS job. LST and PRT 
are equivalent operation codes. Any number 
of * $$ LST statements is permitted per 
POWER/VS job. If the * $$ LST statement is 
not included in the job, the default values 
established during POWER/VS generation are 
assumed. * $$ LST statements do not 
require that * $$ JOB and * $$ EOJ 
statements also be used. 



::lass Specifies the class that is 

assigned to the job entry in the 
input queue. It may be specified 
as an alphabetic character from h 
through Z, or as a numeric 
character from through 4. This 
parameter may be used to group 
jobs that require the same I/O 
configuration, partition, or other 
resources for execution. Class is 
ignored in a writer-only 
partition. 



The specifications of a particular 
♦ $$ LST statement remain in effect until a 
subsequent * $$ LST statement with the same 
parameter is encountered, or until the end 
of the POWER/VS job. 



For each * $$ LST statement within a 
poWER/VS job, a separate list queue entry 
is created (data-driven output 
segmentation) . 
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Positional Format 



* $$(l,st) 
IPRT/ 



.disposition 

^forms-number J 

1 

number-of- copies 

.tape-devaddr 

[norbml] 

[linetab] 



r^ 11 

LclassJ J 



'1 



li§ZWord_Fgrmat 



* $$(lst\ 
\prt/ 



DISP=I 



:}] 



)ies/j 



(disposition(J 
,CLhSS=fh XT 

\ class /J 
[,REMOTE=remid] 

L ■ \forms-nuraberJ 

(, JSIi:P=sep] 

r,C0PY=(l 

t \number-of-copi 

[ > TADDR=tape-devaddr] 

t , RBM= (norbml , norbm2) 

l,LT!\B=linetab] 

[,RBS=norbs] 

[ , UCS= ( phas ename [ , opt ion ] ) 1 

t , FCB=phasenaine] 

[,LST=listaddr] 



disposition 

Specifies the disposition of the 
printed output after execution of 
the job. The disposition 
•specification options are listed 
below: 

D - Delete after processing. The 
or list queue entry is written to 
R a printer according to its 
class and priority. 

H - Hold. The list queue entry 
remains in the list queue; it 
is not written to a printer by 
POWER/VS until the operator 
changes the disposition to D 
or K by means of the PALTER 
command or issued the PRELEASE 
command. 

K - Keep after processing. The 
list queue entry is auto- 
matically written to a printer 
according to its class and 
priority. When printing is 
completed, the list queue 
entry is not deleted from the 
list queue, and the 
disposition of the queue entry 
becomes L. 

L - Leave in queue. The list 
queue entry remains in the 
list queue; it is not written 



to a. printer until the 
operator changes the disposi- 
tion to D or K by means of the 
PALTER command or issues the 
PRELEASE command. 

N - Output without spooling. If N 
is specified, print requests 
are not intercepted. Output 
is written directly, without 
spooling. If the N option is 
specified, and the device to 
which SYSLST is assigned is 
not available at execution 
time, message lC'*6l is issued 
and punch output is spooled. 

T - Spool to tape intermediate 
storage. PSTART is used to 
initiate printing. 

If the disposition specification 
is omitted, D is assumed. 

D, H, K, and L are only valid when 
the output is spooled to disk. 

When the output is to be printed 
at a terminal, N and T are invalid 
options . 

class Specifies the class of the printed 
output after execution of the job. 
It may be specified as any alpha- 
betic character (A through Z). 
Class may be used in conjunction 
with forms-number to group 
together the same types of printed 
output. Class is only meaningful 
when the output is spooled to 
disk. If class is specified and 
the positional form is used, 
disposition must also be 
specified. If class is omitted, A 
is assigned. If the ♦ $$ LST 
statement is omitted,, output class 
can be specified in the PSTART 
command. 

Note: There is no comma between 
disposition and class in the 
positional form. 



remid Specifies the TO remote-id to 

which list output is to be routed. 
Each list queue entry also has 
assigned to it a FROM remote-id, 
which identifies the user who 
initially submitted the job. 
remid can be a number from to 
200. Numbers 1 to 200 represent 
specific remote users. If remid 
is 0, list output is directed to 
the central installation. If this 
parameter is omitted or if the 
positional form of the * $$ LST 
statement (which does not support 
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this parameters) is used, list 
output is routed to the central 
location if the job was submitted 
locally, or is routed according to 
the LSTROUT specification in the 
PRMT macro if the job was 
submitted remotely. 



forms-number 

Specifies the type of forms to be 

used according to instaillation 

requirements. Porros-number is 

specified by one to four 

alphameric characters, if 

forms -number is not specified, it 

is assumed to be four blanks, 

representing the installation's 

standard type of forms, tjjhen a 

list writer task is to process 

output from a list queue entry, it norbirl 

determines whether this 

fotnis-number matches that of the 

previous list queue entry. If 

they match, the list writer task 

processes the output. If they do 

not, message 1Q40A is issued. If 

the first queue entry processed 

after a PSTART has a forms ID of 

four blanks, no mount nessage is 

issued. 



sep Specifies the number of separator 
pages (0 to 9). If not specified 
the value defined during PQWER/VS 
generation in the first entry of 
f be JSEP parameter of the PpMER 
macro is assumed. 

Each separator page contains the 
POWER/vs job name and number, user 
information from -the * $$ JpiB 
card, and the date and time. 
Separator pages that delimit the 
last or only segment contain also 
the word "LAST". 



nDrbro2 



cuu 
X'cuu' 
(cuu,X«ss') 
(X'cuu*, x'ss') 

(cuu, S3 ) 

(X'cuu' ,ss) 

X'ss' specifies the density of the 
output tape, tape-devaddr forces 
a disposition of T. If DISP=T is 
specified and tape-devaddr is 
omitted, the operator is requested 
to specify the tape address at job 
execution time. 

Multiple files can be written to a 
single tape. Multi volume files 
are also supported. No label 
checking is performed. 

Specifies the number of pages 
(skips to chanhell) intercepted 
before message 1Q52I is sent to 
the operator. This parameter is 
specified by one to eix digits. 
If norbml is omitted, the value 
defined during POWER/VS generation 
in the first entry of tJie STDLINE 
parameter of the POSTER. H»aero is 
assumed. 



Specifies the additional number of 
list records intercepted each timd 
before message 1Q52I is issued 
agpiin. It is specified by one to 
six digits . If norbm2 is omitted, 
the preceding comma as well as the 
parentheses may be omitted and the 
value defined during POWER/VS 
generation in the second entry of 
the STDLISE parameter of the POWER 
macro is assumed. This value is 
also assumed when the positional 
form of the LST statement is used. 



number-of -copies 

Specifies the number of copies of 
printed output from the list queue 
entry. This parameter is ignored 
^^hen the output is not spooled to 
disk. The parameter is specified 
by one or two digits. If omitted 
or or 00 is specified, one copy 
is printed. If additipn9l copies 
are required when disposition is 
T, the tape must be reprinted. 



tape-d€vaddr 

Specifies the hardware address of 
the tape drive to be used for 
spooling to tape intermediate 
storage when the job is being 
executed. This parameter can be 
specified as one of the following: 



linet-ab Specifies this carriage control 

tape format to be used vfhel, ^rint 
requests are intercepted. This 
parameter is specified as 26 
digits. If linetab'is not 
specified, the value of the LTAB 
parameter specified in the POWER 
macro during POWER/VS generation 
is used, linetab specifies the 
distance between the first, 
carriage control tape channel 
punch and the other channel 
punches and the end of the page. 
;It is specified as dOdl. ,.dlldi2, 
where each d represents two 
digits, and where dO is the 
distance between the channel 12 
and the first punch; dl is the 
distance between the first punch 
and the channel 1 punch; d2 is the 
distance between the first punch 
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norbs 



and the channel 2 punch, and so 
forth. If channel 1 is the first 
punch, distance dl is expressed, as 
00. If a channel is, not punched, 
00 must be specified for that 
channel. 

The sum of dO and dl2 is assumed 
to specify the maximum nuirber of 
lines on a page. If dl2 is 
specified as zero, a default value 
is taken from the communication 
region and added to dO to specify 
the maximum number of lines. 

An LFCB macro issued in the 
problem program updates the LTAB 
format. 



Note; It is advisable to use the 
f ornis number parameter in 
conjunction with the linetab 
parameter. This causes the list 
writeir task to pause, thus 
allowing the operator to mount the 
correct carriage control tape on 
the printer. 

Specifies the number of list 
records intercepted before the 
output is segmented (count-driven 
output segmentation) . It is used 
only when spooling to disk 
intermediate storage. It is 
specified by one to six digits and 
overrides the PpWER/VS generation 
specification of the RBS parameter 
of the POWER macro. A zero means 
that no segmentation will take 
place. 

When output segmentation occurs, 
the operator is notified via 
message 1Q53I. 



pnasename 



Specifies the name of the phase 
under which an FCB (Forms Control 
Buffer) or UCB (Universal 
Characterset Buffer) image is 
cataloged in the core image 
libirary. Together with the UCB 
phase name, an option may be 
specified which can be either F, 
C, FC, or CF, where 

F - signifies that the UCB is to 
be loaded with the folding 
operation code to permit 
printing of uppercase for 
lowercase bit configurations. 

C -^ Prevents the data checks if rom 
being generated because of 
print line mismatches with the 
UCB. 



Istaddr 



The specified core image library 
phase is loaded into the FCB or 
UCB when a list writer task starts 
processing the output related to 
the * $$ LST statement. 

Return to a user-default FCB or 
UCB can only be made via a 
subsequent * $$ LST statement. 

When an * $$ LST statement with an 
FCB phase name specification is 
encountered by thd execution 
processor, the ^ecified buffer 
image is read to update the 
internal LTAB representation to 
reflect the new buffer. Any LTAB 
specification in the ♦ $$ LST 
statement is therefore ignored if 
FCB is also specified. The FCB 
specification for a non-FCB 
printer is accepted, but is only 
used to update the LTAB. To 
maintain control of the buffer 
image when a job is cancelled, the 

* $$ LST statement is not flushed 
if the FCB or UCB is affected. 

This parameter is not supported by 
the positional form of the 

* $$ LST statement. 

Specifies either the logical or 
physical address of the output 
printer for the list queue entry 
being created. The address can be 
either in the form SYSxxx, where 
XXX is LST or any valid programmer 
logical unit, or in the form cuu 
(or X'cuu'), which is the channel 
and unit number of an actual or a 
dummy printer. This parameter is 
needed when multiple printers are 
used tiO print multiple reports 
produced by a single program. If 
this parameter is omitted, the 
default is the first printer 
address specified at partition 
start-up. For example, if at 
start-up, the following printers 
were specified on SYSL06: 
PRINTERS=OOE, 0(1E,02E, then printer 
OOE would be the default. In 
order to have the ♦ $$ LST 
statement parameters take. effect 
fot printer OlE or 02E, LST=01E or 
LST=02E must be specified. 

This parameter is not supported by 
the positional form of the 

* $$ LST statement. 



* $$ PUN Statement 



The ♦ $$ PUN statement defines the 
attributes of the intercepted punch output 
of a POWER/VS job until either a subsequent 
♦ $$ PUN or an EOJ (♦ $$ EOJ or /S) 
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statement is encountered. Any number of 

* $$ PUN statements is permitted per 
POWER/VS job. If the * $$ PON statement is 
not included in the job, the default values 
established during POWER/VS generation are 
assumed. * $$ PUN statements do not 
require that ♦ $$ JOB and * $$ EOJ 
statements also be used. 

For each * $$, PUN statement within a 
POWER/VS job, a separate punch queue entry 
is created (data-driven output 
segmentation) . 

P2§itiO|i'al_Format 

* $$ PUN [d Fa I"! 
disposition LclassJJ 

forms-number J 

■1 1 

number-of -copies 
_tape-devaddr J 
, [normbl] 



Keyword _ Format 



$$ PUN 



DISP=I 



}] 



}] 



(disposition] 
,CLASS=|a Vl 
\classjj 
[,REMOTE=remia] 
r,FNO=(«efiB IT 
L Iforms-number/J 
[*, JSEP=seip] 
r,COPY=fl 

L (nuraber-of-copies 
[ ,TADDR=tape-devaddr] 
t,RBM=(norbml, norbm2)] 
t'/RBS=norbs] 
t,PUN=punaddr3 



disposition 

Specifies the disposition of the 
punched output after execution of 
the job. The disposition 
^ specification options are listed 

I below. D, H, I, K, and L, are 

only valid when the output is 
spooled to disk. When the output 
is punched at a terminal, N and T 
are invalid. 

D - Delete aftet processing. The 

or punch queue entry is 

R automatically written to a 

punch according to its class 

and priority. 

H - Hold. The punch queue entry 
remains in the punch queue; it 
is not written to a punch by 
POWER/VS until the operator 
changes the disposition to D 
or K by means of the PALTER 
command or issues the PRELEASE 
coifrcand. 



I - Return output to input queue. 
In some situations it may be 
Tjsefui to return the punch 
output of a POWER/VS job 
directly to the input queue. 
For example, the assembler 
normally stores its output 
(including JCL) on tape, for 
subsequent input to a catalog 
run; under POWER/VS however, 
it can store output directly 
in the input queue. 



The newly-built input queue 
entry has the same jobname, 
remote- id, and priority as the, 
entry that produces the 
butput. , Class becomes that 
specified in the ♦ $$ PUN 
statement; disposition becomes 
D. This facility should only 
be used for jobs producing 
punch output in executable 
format.. ' 

The I option is ignored in a 
writer-on;iy partition. The 
option supp'ressess count- 
driven o^Utput segmentation and 
also ignores the multiple- 
copies specification. 

K - Keep after processing. The 
, output is automatically 

written to a punch according 
to .its class and priority. - 
When punching is complete, the 
punch queue entry is not 
deleted from the punch queue, 
and the disposition of the 
queue entry becomes L. 



L - Leave in queue. - The job 

remains in the punch queue; it 
is not written to a punch 
until the operator changes the 
disposition to K or D by means 
of the PALTER ccmtmand or 
issues the PRELEASE command. 



N - No spooling. If N is 

specified, punch ifeguests are 
not intercepted. It allows 
direct, writer capabilities- 
without spooling. If the N 
option is specified and the 
device is not available at 
execution time, message 1QH61 
is issued and punch output is 
spooled i 



T - Tape spooling. The output is 
spooled to tape that is used 
as intermediate storage. 
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class Specxfies the class of the punch, 
output of the job. It may be 
specified as any alphabetic 
character (A through Z) . class 
may be used in cbnjuhction with 
fornis -number to group together the 
same types of punch output. Punch 
tasks can be specified by class t® 
process the output, class is only 
meaningful when the output is 
spooled to disk. 



If cljass is specified and the 
positional form is used-, 
disposition must also te 
specif ieid. (There is no comma 
between disposition and class in 
the positional forni.) If class is 
omitted, class h is assigned. If 
the "■ $$ PUN statement is omitted ^ 
output class can be specified in 
the PSTART command* 



remid Specifies the TO remote- id to 
which punch output is to be 
routed. Each punch queue entry 
also has a FROM remote-id assigned 
to "it, which identifies the user 
who initially submitted the job. 
remid can be a number from 0- to 
20ft. Numbers 1 to 200 are 
specific remote users. If remid 
is speicified as 0, punch output is 
directed to the central 
installation. If this parameter 
is omitted or if the positional 
form of the ♦ $$ PUN statement is 
used, punch output is routed to 
the central location for locally 
submitted jobs or is routed 
according to the PUNROUT 
specification in the PRMT macro 
for jobs submitted remotely. 



forips-number 

Specifies the type of card forms 
to be used, forms-number is 
specif ied by one to four 
alphameric characters, jf 
forms-number is not specified, it 
is assumed to be four blanks, 
rfepresenting the installation's 
standard type of card forrrs. When 
a punch writer task is to process 
output from a punch queue entry , 
it determines whether ,this 
forms-number matches that of the 
previous punch queue entry. If 
they match, the punch writer task 
processes the output. If they do 
hot match, message IQUOA is 
issued. If the first queue entry 
processed after a P START has a' 
forms ID of four blanks, no mount 
message is issued i 



sep Specifies job separation. 0-9 can 
be specified. If is specified, 
no job separation. occurs. Job 
separat;ion means that before the 
job's punched output one card 
containing the POWER/VS jobname 
(punched so that it can be read on 
the back of the card) and from two 
to eight cards containing 
12-11-0-8-9 punches (in all 80 
columns) are added and that behind 
the job's punched output two blank 
cards are added. 'This occurs if 
1»^2» or 3 is specified. If 4 is 
specified, one additional 
12-11-0-8-9 card is punched; if 5 
is specified, two additional 
12-11-0-8-9 cards are punched, an-^" 
so on. 



Note; Stacker selectl.bn is 
ignored if job separation is 
requested. The default stacker 
for Jbhe given device is used 
instead. 

number-o f - copi es 

Specifies the number of copies to 
be punched from the punch queue 
entry. The parameter is specified 
by. One or two digits. If it is 
not specified, 1 is assumed. : If 
or 00 is specified, one copy is 
punched. This parameter is 
ignored wh€n the output is not 
spooled to disk. If additional, 
copies are required when , 
disposition is T, the tape must be 
repunched. 

tape-devaddr 

Specifies the hardware address of 
the tape drive to be used for 
spooling when the job is executed. 
Its format is one of the 
following; 

cvu 
X'cuu' 

(cuu,X'ss') 

(X'cuu* ,X'ss') 

(cuu^ss) 

(X'cuu', ss) 

where X'ss' specifies the density 
Off the output tape, tape-devaddr 
forces disposition T if inyalidly 
specified. If DISP=T and 
tape-devaddr is omitted, the 
operator is requested via message. 
1Q55D to specify the tape addres 
at job execution time. 

Multiple files can be written to a 
single tape. Multivolume files 
are also supported. No label 
checking is performed. 
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norbnil Specifies the number of punch 

records intercepted '^bef ore message 
lQ52I.is sent to the operator. 
This parameter is specified by one 
to six digits. If norbml is 
omitted, the value defined during 
POWER/VS generation in the first 
entry of the STDCARD parameter of 
the POWER macro is assumed. 



norbro2 Specifies the additional number of 
punch records intercepted 
before message 1Q52I is issued 
again. It is specified by one to 
six digits. If norbm2 is omitted, 
the preceding comma as well as the 
parentheses may be omitted and the 
value defined during POWER/VS 
generation in the second entry of, 
the STDCARD parameter of the POWER 
macro is assumed. This valvue is 
also assumed if the positional 
form of the ♦ $$ PUN statement is 
used. 



norbs Specifies the number of punch 
records intercepted bef orie the 
output is segmented (count-driven 
output segmentation) . It is used 
only when spooling to disk 
intermediate storage. It is 
specified by one to six digits and 
overrides the POWER/VS generation 
specification of tJie ,RBS parameter 
of the POWER Biacro. A zero means 
that no segmentation will take 
place. When output segmentation 
occurs, the operator is notified 
via message 1C53 I. 



punaddr" Specifies either the logical or 
physical address of the output 
punch for the punch queue entry 
being created. The address can be 
either in the form SYSxxx, where 
XXX is PCH or any valid programmer 
logical unit, or in the form cuu 
(or X'cuu*), which is the channel 
and unit number of an actual or a 
dxiroray punch. If this parameter is 
omitted, the default is the first 
punch address specified at 
partition start-up. This 
parameter is needed when multiple 
punches are used to punch multiple 
card files produced by a single 
program. 



* $$ RDR Statement 

The * $$ RDR statement is used to insert a 
35t»0 diskette file- into input being read 
from the card reader. There are two modes 
of input processing, that is 



1. SYSIN-roode processing; the physical unit 
"' ' number of the 3540 diskette device need 

not be specified. The file to be read 
from the diskette must contain the 
necessary JECL and/or JCL statements. 

2. Data-mode processing; the physical unit 
number of the diskette from which the 
input data file is read must be 
specified. The JECL and/or JCL 
statements are read from the card 
reader. If multiple RDR statements are 
issued in one POWER/VS job, they must 
specify the same physical unit number. 

Positional Format 

* $$ RDR [physical-unit-number] 
, [»file-id'3 

fl 1 

, Lnumber- of -diskettes! 
,[S] 



Keyword Format 

I * $$ RDR [DEV=physical-uni1:-number] 
L,FID=' file-id'] 

/u 
:., NOD-\number-ot-diskettes 
",VSC=/NO 

lYES 
',VER=/Ng 

\yesjj 



}] 



physical-unit-number 

Specifies the physical unit number 
(X'cuu* or cuu) used by the User 
program to read the input data ^ 
file. The physical unit must not 
be specified for SYSIN files. In 
one POWER/VS job more than one RDR 
statement can be specified to 
insert more than one 3540 data 
fil^V but the different RDR 
statements must indicate the same 
physical unit number in the DEV 
parameter. 

•file-id' 

, Specifies the file name (in 
quotes) as it appaers in the HDRl 
label on the 354.0 diskette. One 
to eight alphameric characters can 
be specified. If this parameter 
is omitted, POWER/Vfe read the file 
specified by the first non-secured 
HDRl label found on th6 diskette 
that is currently mounted. The 
size of the record to be read is 
taken from the HDRl label. 

number -of -diskettes 

Specifies the maximum number of 
diskettes to be read. One to 
three digits can be specified. 
Allowed Values arfe 1 to 255. The 
default value is 1. Reading stops 
after the specified number of 
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diskettes are processed, or after 
reading a diskette whose HDRI 
label indicated that it was the 
last volume of the file. 

VSC=|no J Specifies whether volume sequence 
lYESf checking is desired. If omitted, 
no sequence checking will take 
place. Sequence numbers must 
start with 1 and must be 
incremented by 1 up to a maximum 
of 99. 

S See the description for VSC= 
above. 

VER= /NO II If VER=YES is specified, POWBR/VS 
lYESfchecks that file verification had 
been performed on the diskette 
file (verify field in the HDRl 
label of the file set to 'V'). If 
VER=YES and the verify field was 
not set to 'V, the file is 
rejected at. open time. If. VER=NO 
or if the parameter is omitted, 
the verify field in the HDm label 
is ignored during processing. 

* $$ SLI Statement 

At execution time the ♦ $$ SLI statement 
causes the private and the system source 
statement library to be searched for a 
book, which, when found, is inserted into 
the job stream. The private source 
statement library, if assigned, is searched 
first. 

An ♦ $$ SLI statement does not require 
that * $$ JOB and ♦ $$ EOJ statements also 
be used. 

Statements may be added to or deleted 
from the source statement library books 
based on codes in colupins 73-80 of the 
input stream statements. Statements from 
the reader queue containing $SLI in columns 
73-76 have a special meaning and are called 
source library (SL) update statements. 
They may be inserted before or after SSt 
statements or may replace or delete them. 

Columns 78-80 of an SL update statement 
contain a sequence number. Column 77 
contains a special code: 

A - insert after book statement with same 
sequenice number 

B - insert before book statement* with same 
sequence number 

D - delete the book statement with the 
sequence number. 

Other - replace the book statement with 
same sequence number of insert this 
statement. 



SL update statements and * $$ DATA 
statements, when used, must follow the 

* $$ SLI statement in the same sequence as 
the statements in the book they 
coirrespondent to. SL update statements 
roust contain $ SLI in columns 73-76. 

Books are cataloged into the source 
.statement library with the DOS/VS program 
MAINT. To include /♦ land /6 statements in 
a book, submit them as ♦ $$/* and * $$/6 
statements since /♦ and /8 statements are 
not accepted as data by MAItlT. If the book 
is not found in the specified sublibrary, 
inessage 1QU4I is issued and the job is 
flushed. 

Format 

* $$ SLI [sublib.lbookname 

sublib Specifies the name of the 

sublibrary to be searched. Valid 
sublibrary names are A through Z, 
through 9, $, #, or a. 
Sublibraries A, C, D,, E, F, and Z 
are already defined. as special 
purpose libraries in DOS/VS. This 
. parameter is optional. If 
omitted, the SUBLIB specification 
at PdWER/VS generation is used. 

bookname Specifies the book name to be 

searched for and inserted into the 
job stream. 

gelimiter Statements 

The end-of-job step and end-of-job 
statements are used to delimit DOS/VS job 
definitions within the SSL books. (Refer 
to * $$ SLI statement.) 



F ormat 



(end-of-job step) 
(end-of-job) 



POWER/ VS Central Operator Commands 



Communication between POWER/ VS and the 
central operator is established via the 
attention routine (AR) . Pressing the 
request key causes the message: 

AR 1I60A READY FOR COMMUNICATIONS 

to be displayed on SYSLOG. Hereafter, any 
-POWER/VS central operator command can be 
entered.. (For the display operator console 
on a System/370 Model 115 dr Model 125, 
central operator commands can be entered 
directly without, pressing the request key.) 
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Fun ct ions of the Central Oper ator C otnmands 

The central operator comtnanda include: 

T ask manaqeinent commands Control 
reader/writer tasks~and execution 
processors, 

Queue inankqeroent commands Control the 
'airious~input/output queues. 

^iscgllane ous commands Align printer forms 
or save the POWER/VS account file. 

Format _o f ,%he Ce n tral Ope rator Coniaraq ds 

A central operator command has two fields., 
the operation fi^ld and the operand field. 
The operation field can be specified in 



either the extended or the abbreviated 
format. The operand field contains one or 
more parameters separated by commas, or 
contains no parameters at all. If operands, 
are specified, ^they must be separated from 
the operation field by at least one blank. 
If an optional parameter is omitted, its 
delimiting comma must be coded, unless it 
is the last one specified in the operand 
field. The operator commands can be 
entered in either uppercase or lowercase. 

Description of the Central Operator 
Commands ~ ~ 

POWER/VS supports abbreviated as well as 
extended operation codes. All operands 
(parameters) are valid for both formats. 
Figure 9 shows the abbreviated and the 
extended codes: 



1 Type 1 Extended 


Abbreviated! Function 


1 1 Format 


Format 

L— __— _—_ .— _ 


1 


r-- • ^t 





1 ~ 


1 Task 1 PSTART 


s 


1 start a task or partition. 


1 management | PSTOP 


p 


1 Stop a task or partition. 


1 IPSO 


G 


[Activate a task or partition. 


1 1 PEND*- 


- 


|End POWER/VS execution. 


1 1 PCANCEL 


C 


1 Cancel a POWER/VS status report. 


' 1 PFLUSH 


F 


1 Flush an active job. 


1 PRESTART 

.„__ I j 


T 

L 


(Restart a writer task. 

_x .■ . , ■ ___: _;. ^ _. ■ 


f 





T ■ ■, — — ■ — — 


1 Queue 1 PDISPLAY 


D 


■Display job status. 


1 management | PALTER 


A 


1 Alter ^attributes. 


1 IPDELETE 


L 


jDelelie a job or message. 


1 1 PRELEASE 


R 


1 Release a job. 


|.__- 1_____^._^ 


h 


_| _ . -1. ,_ _ ; —.-^ ^^ ._,= .«___■__—_ 


1 jPBRDCST 


B 


1 Transmit a message. 


1 IPINQUIRE 


■I 


1 Check terminal status. 


1 |P ACCOUNT 


J 


(Process account filie. 


1 1 PSETUP 


- 


(Print page layout. 



No abbreviated format of the PEND command is provided since the operator might 
inadvertently terminate POWER/VS operation. 



Figure 9. POWER/VS Central Operator. Commands. 



The following pages describe all the 
central operator commands in alphabetical 
orde^. A summary of these commands is 
-ontained in Appendix C. 



PACCOUNT Command 



The PACCOUNT command can be used at any 
time to save the accumulated account file 
records. The operator is notified by a 
warning message when the account file 
becomes 80% full; 

If -any POWER/VS task requires an account 
cord and there are no free records j a 
jssage is issued, and the task requesting 



the account record is placed in the wait 
state until the account file is emptied by 
the PACCOUNT command. 



After the message 'ACCOUNT FILE SAVED* , 
the entire PASD space allocated to the file 
is available for more account recdrds. It 
is the user's responsibility to process the 
supplied account information. 

If no operand is specified, the account 
file is spooled to disk. It is stored with 
priority 1 in output clas9 P with DISP=H in 
the punch queue. In order to get the 
account information punched, the operator 
Eoay start a punch writer task on output 
class P. 
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Format 
/paccoontV 



[tapeaddr [ , filename]] 
DISK, filename 
DEL J 



tapeaddr Specifies the tape on which the 

file is to be written. Its format 
is: 

cuu 

X'cua' 

(cuu,ss) 

(cuu,X*ss*) 

(X'cuu',ss) 

(X'cuu',X'ssV) 

where cuu is the channel and unit 
number and where ss specifies the 
density of the tape. 

Before any record is written to 
the specif laid tape, label checking 
is performed. 

filename If filename is specified with 

tapeaddr, the file created will be 
a standard labeled tape file, 
filename is from one to seven 
alphameric characters long. A 
standard label for the tape file 
rauat be present on the label 
information cylinder. 

If filename is not specified, the, 
file is a standard unlabeled 
DOS/VS tape file containing 
variable-length records. 

DISK, filename 

Specifies that the POWJER/VS 
account file is to be written to 
disk, filename is from one to 
seven alphameric characters long. 
It is the user's responslMlity to 
supply // DLBL and // EXTENT 
statements (for a sequential disk 
output file) on the label 
information cylinder. The disk 
file created is a copy of the 
IJAFILE. 



DEL 



Specifies that the account file 
records are to be deleted. 



Exaroj>les; 
PACCOUNT 280 



Save the account file on an 
unlabeled tape mounted on 
unit X'280'. 



PACCOUNT DEL Delate all account file 

records. 

> ■ ■ ' '" 

PACCOUNT Spool aiccount file records 
to punch' queue. 



PALTER Command 



The PALTER command is used to change the 
various parameters of a queue entry that is 
already queued. Any number of parameters 
may be modified with one command. 



If an input queue entry is specified and 
an execution processor is currently 
processing this entry, message 1R88I is 
issued. 



The priority of an entry in the input 
queue is identical to that of the 
corresponding entries in the output queues. 
On the other hand, the disposition and 
class may be totally different in 
corresponding input and output queue 
entries, since input disposition and class 
are defined in the * $$ JOB statement, 
whereas output disposition and class are 
defined in the * $$ LST and ♦ $$ PUN 
statements. , 



The COPY and REMOTE parameters apply to 
output only. If applied to an input queue 
/entry they are ignored. If an output queue 
•ntry is specified in the PALTER command 
ajid a writer task is currently processing 
the entry, only the number of copies may be 
altered. If any other parameter is 
specified, message IR881 is issued and the 
coiwnand is ignored. 



PDISPLAY may be used to check the 
results of the PALTER command. 



^palter) queue, , jobnam^ [ , jobnumber] . 

\h f Jall I 

)»abc ( 

'classl ^ 

[ , PRI=priority] 
[ ,DISP=disposition] 
[,CLASS=class2] 
[ ,COPy=number-of -copies! 
t , REMOTE=remid] 



queue Specifies the queue for which the 
command is to be executed: 

LST = list queue 
PUN = punch queue 
RDR = reader queue 



jobname Specifies the name by which the 
job entry is known to POWER/VS. 
It can be two to eight alphameric 
character^. 
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jobtiumber 



Specifies the number assigned to 
the job entry by POWER/VS. It may 
be one to five digits long. The' 
PDISPLAY command may be used to 
Obtain the correct specification 
for the jobnuraber.- This number 
gsin be used to identify different 
jobs with the same jobname. 



ALL Requests that all entries in the 

specified queue are to be altered. 



♦abc Requests to alter all job entries 
that have the first characters of 
their jobnames in common, abc 
represents any combination of from 
one to seven alphameric 
characters. 

classl All job entries of a certain class 
are to be altered in the specified 
queue. 

priority Specifies the priority of the job 
entry. It is specified as a 
single digit from 0-9. Nine is 
the highest priority. 

disposition 

Can be specified as H for hold, K 
for keep after processing, L for 
leave, or D for delete after 
processing. 

class2 Can be specified as any alphabetic 
character from A through Z. Also 
specifications from through U 
are allowed for input classes. 

remid Can be specified as any number 
from to 200, indicates the 
central location. Only the TO 
remote- id can be modified with a 
PALTER command; the FROM remote-id 
Cannot be modified., 

number-of- copies 

Specifies the number of copies to 
be produced afteir.the command is 
issued, including the one in , 
progress. It -can be through 99. 

Examples; 

PALTER LST, PAYROLL, DISP=H,CLASS=B 

Alter the disposition of the 
output of job PAYROLL to H, and 
alter the class to B. 

A PUN,*PAYR,DISP=D 

Alter the disposition of all jobs 
that begin with PAYR to D. 

ALTER LST,P,CLASS=Q 

Change all class P jobs to Q. 



PBRDCST Command 

The PBRDCST command enables the central 
operator to communicate with remote users. 
Messages can be submitted for one specific 
user, or for all users. 

ALLUSERS-type messages (remid==ALLUSERS) 
are queued in virtual storage and are 
displayed at the user' s request only 
(DISPLAY command) . ' 

Broadcast messages that are routed to 
one specific operator are displayed as soon 
as the terminal is ready to receive the 
message. 

Format 

\|pbrdcst) 
\b I remid, 'text' 

remid Specifies the remote- id to which ' 
the command applies. Remote users 
can. be identified by numbers from 
1 to 200. A specification of 
indicates the central location, 
and a specification of ALLUSERS 
indicates all- users. 

text Specifies the text of jthe message. 
The message c^n consist of up to 
59 characters enclosed in single 
quotation marks. A single 
quotation mark within the message 
roust be written as two quotation 
marks. 

Examples : 

PBRDCST 150, 'RJE will be shut down 
in 30 min' 

Broadcast the message to the user 
whose remote-id is 150. 

PBRDCST ALLOSERS, 'service resumes 
at 8.00 a.m.' 

Broadcast the message to all users 
in the system. 



PCANCEL Command 

The PCANCEL command is used to terminate 
the printing initiated by the PDISPLAY 
command. A confirmation message is issued. 

Format 

/PCANCEL) 

\c f [STATUS] 

Status This operand is optional. 

Example : 

PCANCEL Cancels printing initiated by 
PDISPLAY. 
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PDEI^ETE Command 



PDISPLAY Command 



The PDELETE command is used to remove one 
or more queue entries from, the specified 
queue. Queue .entries being processed by an 
execution processor or writer task are not 
affected by this command. 



The PDISPLAY command provides the operator 
with' a status report on SYSLOG of the queue 
entry or entries specified by the operand. 
Each queue entry is represented by one line 
containing the following items. 



Format 
(pdeleteV 



■queue, r jobnaroe [ , jobnumber ] < 
J ALL I 

jclass I 

^*abc 

MSG[,n] 



queue Specifies the queue for which the 
command is to be executed: 

LST = list queue 
PON = punch queue 
RDR = read queue 

jobname Specifies the name by which the 
job entry is known to POWER/ VS. 
jobname can be two to eight 
alphameric characters. 

jobnumber 

Specifies the number assigned to 
the job entry by POWER/VS. The 
joBnufflber is from one to five 
digits long. PDISPLAY can be used 
to obtain the jobnumber. 

ALL All queue entries are to be 

deleted from the specified queue. 

class All queue entries of a certain 

class are to be deleted from the 
specified queue. 

♦abo All queue entries with the same 
first characters are to be 
deleted, abc represents any 
combination of up to seven 
alphameric characters. 

MSGj,n ALLU9ERS-type message number n is 
to be deleted. The actual message 
number can be obtained with a 
PDISPLAY MSG command. If n is 
omitted, all ALLUSERS-type 
messages issued by the central 
operator are deleted. 



Exainplgs ; 

PDELETE RDR tf ALL 

Delete the entire read queue. 

PDELETE LST„B 

Delete all entries in the list 
queue with a class of B. 

PDELETE MSG 

Delete all ALLUSERS-type messages 
issued by the central operator. 



litems 

^ _ _ — . 

I jobname 

I jobnumber 

I priority 

I disposition 

I class 

JPROM remote-id 

I TO remote-id 

1 Number-of -records/pages 

I Number-of-copies 

I Forms -number 

L . . 



.y _. , 

I Characters | 
-f-r 



The last four items are displayed for 
output only. For punch output the number 
of records is- displayed, whereas for list 
output the number of pages is displayed. 

Each line of the status report starts 
with the message number 1R46I. if the 
status report is made up of entries from 
different queues, the name of the queue is 
printed before the first entry is 
displayed. 



Format 



I rPDISPLAY) 



queue, jobname [ , jobnumber] 

queue [, ALL] 

queue, HOLD 

queue, FREE 

queue , RJE [, remi d ] 

queue, LOCAL 

queue,* abc 

queue, class 

ALL[,listaddr] 

HOLD 

FREE 

RJE(,rem^id] 

LOCAL 

♦ abc 

MS3 

A 

H 

a 



The disposition of a queue entry may appear 
a& H for hold, K for keep after processing, 
L for leave, D for delete after processing 
or * if an execution processor or a writer 
task is currently processing the entry. 

The class can appear as ah alphameric 
character from A to Z, or from to U. 

RemOte-id is displayed* as a number from 
to 200. The remote-id of the central 
location is 000. 
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If a writer basic is processing a queue 
entry when the PDISPLAY command is entered, 
nuinber-of-copies is the number of copies 
left to be produced, including the one in 
progress. The number-of -records/pages is 
the number of records or pages left to be 
produced. The operator can use this 
information to determine whether to stop a 
writer task or let it continue until the 
current queue entry is completed. 

queue Specifies the qi^eue for which the 
PDISPLAY command is to be 
executed: 

DST = list queue 
PUN = punch queue 
RDR = read queue 

jobname Specii^ies the name by which the 
job entry is known to POWER/VS* 
The jobname can be two to eight 
alphameric characters. 

jobnumber 

Specifies the number assigned to 
the job entry by POWER/VS. The 
jobnumber can be one to five 
digits.. 

ALL Specifies a rtequest for the status 
of all queue entries in the 
specified queue. If the queue 
parameter is not specified^ status 
information on all entries in all 
queues is displayed on SYSLOS. 

listaddr 

Specifies the printer to which the 
status report is to be sent. Its 
format is: 

cuu or- X'cuu* 

HOLD Specifies a request for the status 
of a^l entries in the specified 
queue that are not available for 
processing (disposition H or L) . 
If the queue parameter is not 
specified, status information is 
displayed on all such queue 
entries. 

FREE Specifies a request for the status 
of all entries in thfe specified 
queue; that are available for 
processing (disposition D or K) . 
If the' queue parameter is not 
specified, status information is 
displayed on all such queue 
entries. 

RJE Specifies a request for the status 
of all RJE-type entries in the 



specified queue. If the queue 
parameter is not specified, status 
information is displayed on all 
such queue entries. 



RJE,reraid 

Specifies a request for the sl>atus 
of all entries in the specified 
queue that are submitted by or 
routed to a specific remote user. 
If the queue parameter is not 
specified, status information is 
displayed on all such queue 
entries. 

LOCAL Specifies a request for the status 
of all entries in the specified 
queue that are submitted from or 
routed to the central location. 
If the queue parameter is not 
specified, status information is 
displayed on all such queue 
entries. 

class Specifies a request for the status 
of all job entries in. the queue 
with the specified class.. class 
can be specified as a character 
from A through Z, or from to U 
(input class only) . 

♦abc Specifies a request for the status 
of all eiitries having the first 
characters of their jobnames in 
common, abc represents any 
combination of from one to seven 
alp'hamsric characters. If the 
queue parameter is not specified, 
status information is displayed 
for all queues. The asterisk (*) 
must be keyed. 

i4SG Specifies a request to display all 
ALLUSERS-type messages that have 
been entered together with their 
originators. The number displayed 
with each message can be- used to 
delete that message. 

A Specifies a request for a list of 
all active reader/writer tasks 
together with the job entries they 
are currently processing. 

M Specifies a request to reidisplay a 
list of all POWER/VS messages for 
which an operator reply is still 
required. 

Q Specifies a request for the number 
of free queue records, and free 
POWER/VS account records (if 
applicable). 
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Examples; 

Display the status of all entries in all queues. 



AR PDI SPLAY ALL^ 



Fl iRUei 
Fl iRUei 
Fl 1R46I 
Fl IRUei 
Fl 1RU6I 
Fl 1RU6I 
Fl 1R46I 
Fl 1RU6I 
Fl 1RU6I 
Fl IRafel 
Fl iRUei 
Fl 1R4J6I 
Fl iRttei 
Fl 1RU61 
Fl IR^ei 



READER QUEUE 
DISKDUMP 00068 
PAUSE 00070 
DITTO 00071 
PRINTLOG 00069 
LIST QUEUE 
PAUSE 00070 
PAYINPUT 00063 
PAYEDIT 0006t 
PAYSORT 00065 
PAYCARDS 00066 
PAYLIST 00067 
PRINTLOG 00069 

PUNCH QUEUE 
PAYCARDS 00066 



p 


D C 








***** 


9 


L A 








***** 


9 


LA 








***** 


3 


L A 








***** 


1 


L A 








***** 


P 


D C 


PAGES 


CC 


FORM 


***** 


9 


D A 


1 


.1 




***** 


3 


DA 


3 


1 




***** 


3 


D A 


75 


1 




***** 


3 


D A 


5 


1 




*,**** 


3 


DA 


7 


1 


CHEX 


***** 


3 


D A 


ita 


1 




***** 


1 


D A 


5 


1 




***** 


P 


D C 


CARDS 


CC 


FORM 


***** 


3 


D A 


233 


1, 




***** 



Display the status of all jobs that begin with PAY. 



AR PDISPLAY ♦PAY 

Fl 1R46I READER QUEUE NOTHING TO DISPLAY 

Fl 1R46I LIST QUEUE P D C PAGES CC FORM 

Fl 1R46I PAYINPUT 00063 3 d A 3 1 

Fl 1RU6I PAYEDIT 00064 3 DA 75 1 

Fl iRttei PAYSORT 0Q065 3 iD A 5 1 

Fl lRa6l PAYCARDS 00066 3D A 7 1 CHEX 

Fl 1RU6I PAYLIST 00067 3 DA HH 1 

Fl 1R46I PUNCH QUEUE P D C CARDS CC FORM 

Fl 1RU6I PAYCARDS 00066 3D A 233 1 

AR PRELEASE RDR, PAUSE 

Fl 1R88I CP READY 

Fl 1Q171 BG PAUSE -00070 FROM 000 

BG //JOB PAUSE JOB 



***** 
***** 
***** 
***** 
***** 
***** 
***** 
***** 
***** 



The lines of the status report are not chained^ 
other DOS/VS messages. 



and can, therefore, be interspersed with 



K>WER/VS jS 



PEND Command 

The PEND coirmand is used to terminate 
POWER/VS. Unless KILL is specified, all 
active tasks are allowed to continue until 
the queufe entry they are currently 
processing is completed. POWER/VS 
controlled partitions are released as soon 
as the job corresponding to the current 
input queue entry is terminated. After all 
supported partitions are released and all 
readers and writers have stopped, the 
POWER/VS partition is released, and thd 
system is restored for normal DOS/VS 
operation. If KILL is specified, POWER/VS 
is canceled immediately. 

After abnormal termination of POWER/VS^ 
the printer remains assigned in the 
partition. 

POWER/VS acknowledges the PEND command 
with a message. 

Format 

PEND furaddr 1 
LKILLt,uraddr]J 

KILL Terroin^ates POWER/VS immediately 

for emergency reasons . Partitions 
supported by ..POWER/VS are also 
canceled. 

uraddr Specifies the unit record device 
address of the printer on whi.ch 
the status report , is to be 
printed. A dump is printed if 
KILL is specified. Th^ dump 
cannot be canceled. If uraddr is 
not specified no status report or 
dump is produced. 

uraddr can be entered in either of 
two formats; 

cuu or X'cuu' 

Examples; 

PEND KILL,OOE 

Emergency termination with system 
dump. 

PEND Normal termination. No status 
report, no system dump. 

PEND OOE Normal termination with status 
report. No system dump. 



PFLUSH Command 

The PFLUSH command is used to cancel the 
current job entry being created or 
processed by a POWER/VS task. The PFLUSH 
command is ignored if issued in a 
writer/only partition." 



When, a reader task is flushed, further 
input processing is terminated for the 
current entry, and no queue entry is made. 



The specified, reader/writer task remains 
active and continues by processing the next 
appropriate entry in the input/output 
queue. 



For a partition, the current DOS/VS job 
is canceled and any other DOS/VS jobs in 
the same POWER/VS job are flushed. Also, 
the corresponding reader entry is deleted 
(if HOLD is not specified). A li^jt entry 
is created fchat contains a messag^ to the 
programmer stating that his jol? has been 
flushed by the operator. Processing 
continues with the next appropriate entry 
in the reader queue. 



F orma t 
/pflushI 

uraddr 



HOLD 



ruraddr[,HOLD] ) 
(partition [, HOLD] J 

Specifies the unit record device 
associated with the reader/writer 
task. Its format is; 

cuu or X'cuu' 

Specifies that the corresponding 
queue entry is not to be deleted, 
but put in the hold state; that 
is, the input queue entry must not 
be deleted when a partition is 
flushed, or the output queue entry 
roust not be deleted when a writer 
task is flushed. If this 
parameter is specified when 
flushing a reader task, it is 
ignored. 

The HOLD option is useful when a 
job needs more devices or other 
resources than are currently 
available.- The job can then be 
rescheduled when the resources 
become available. Jobs requiring 
the same resources can be grouped 
together in input or output 
classes to prevent such 
inconvenience. 



partition 



Specifies the partition in which 
the job to be flushed is executing 
as; BG, F4, F3, F2, or Fl, and 
the partition, is canceled. 

Example s ; 

PFLUSH OOE 

Delete list queue entry currently 
being printed. Continue with next 
entry. 
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PFLUSH BG 

Terminate processdLng of current 
read queue entry. Delete this 
entry. Gontinue with next entry. 

PFLUSH BG,HOLD 

Same as preceding Example, except 
that the read entry is preserved 
and put in the hold state. 



P60 Command 

The P30 command reactivates a POWER/VS task 
that is waiting for an operator response. 
Writer tasks are reactivated by using the 
uraddr parameter. Execution proce'ssors are 
reactivated by the partition, cuu parameter. 

The PGO command is normally used after 
an action-type message is issued to the 
operator from POWER/VS. It is not used to 
restart partitions or tasks stopped by a 
PSTOP command. 

Note: Reader tasks, operating on card 
readers that give a device en^ interrupt 
when they are readied, are automatically 
reactivated when the device end occurs. 
They do not need a PGO command . 



Format 

ifPGoHuraddr \ 
\g /itpartition,cui^/ 

uraddi: Specifies the unit record device 
to be reactivated. It has the 
format: 

cuu or X'cuu* 

partition, cuu 

Specifies the partition and unit 
record device address whose output 
is b€iing spooled to tape. The 
partition can be; pG, Ft, F3, F2, 
or Fl. 



processing 

The remote user has entered a 
valid SIGNON command. In this 
case, the remote-id is displayed 
together with the line status. 

inactive 

The line has been started by the 
cientral . operator with a PSTART 
command, but no user is currently 
signed on. 

not initiated 

The line has not been started by 
the central operator. 

npt supported 

During POWER/VS generation, no 
PLINE macro was specified for this 
line. 



Format 

/pInqUIRE) /lineaddrV 
VI f I ALL / 

lineaddr Specifies the line address 

associated with the RJE task. Its 
format is; 



cuu or X'cuu' 

The status of all supported lines 
will he displayed. 



Examples : 
PGO OOE 



Reactivate list task after, for 
exaijiple, aligning printer forms. 



PGO B3, OOE 

Reactivate BG eixecution after 
mounting a new. spool tape for 
printer output. 



PiNQUIRE Command 

The PINQUIRE command provides the central 
operator with a report for a specific RJE 
line or for all lines. The status can be; 
■processing, inactive^ hot initiated, or not 
supported. 



ALL 



Example : 

PINQUIBE ALL 

Display the status of all 
supported lines. 

030 PROCESSING 022 

03^1 PROCESSING 150 

032 PROCESSING OOa 

033 NOT INITIATED 
03 t INACTIVE 



PRELEASE Command 



The PRELEASE Command is used to take one or 
more job entries but of the hold or leave 
state and make them available for 
processing. After processing, a job entry 
originally in the leave state returns to 
the leave state; a job entry originally in 
the: hold state is deleted from the queue. 



If a PRELEASE command is issued for a 
queue entry that is not in the hold or 
leave state the command is ignored. A job 
entry that is to be printed or punched at a 
terminal cannot be raleased by the central 
operator. 
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Fqrroat 

JPRELEASeV , queue, jobname t , jobnurofcerlv 

\r / i queue [, all] ! 

t queue, class j 

/ ' queue, ♦abc ' 

queue Specifies the quevie for which the 
cortniand is to be executed: 

LST = list queue 
PUN - punch queue 
RDR = reader queue 

jobnatne Specifies the name by Which the 
job entry is known to POWER/VS. 
jobname may be two to eight . 
alphameric characters. 

jobnumber 

Specifies the number assigned to 
the job entry by POWER/VS. 
jobnumber is on6 to five digits 
long. The PDISPLAY coirmand can be 
used to obtain the number. 

ALL All job entries in the specified 
queue are to be released. 

class All job efntries of a certain class 
in the specified queue are to be 
released. 

♦abc All job entries with the same 
first chara^cters are to be 
released, abc represents any 
combination of up to seven 
alphameric characters. 



separately counted and stored in the 
list/punch account record. A page is 
diefined as a skip-to-channel-one. 

If the user specifies too large a 
backward count, or if the operand is 
omitted, printing/punching will resume from 
the first page/card. If the user specifies 
too large a forward count, message 1Q42 is 
issjjed. 

If PRESTART is used tO space fqrward for 
printing the end of a job first (for 
example, to print totals), then the 
disposition of the queue entry should first 
be altered to L in order to prevent the 
print job from being deleted from the 
queue. 

Format 

j PRESTART J, uraddr [ , n] 

uraddr Specifies the unit record device 

address associated with the writer 
task. Its format is; 

cuu or X'cuu* 

n Specifies a signed or unsigned 

value from to 9999. A plus sign 
indicates a forward count, a minus 
sign indicates a backward count 
from the last interrupted 
page/ card. No sign, indicates a 
count from the beginning. 



Example; 

PRELEASE LST,PAJfROLL 

Release the entry PAYROLL from the 
list queues 

PRELEASE RDR,ALL 

Release the entire read queue. 

PRELEASE. LST, ♦PAY 

Release all entries in the list 
queue whose names begin with PAY. 



PRESTART Command 

The PRESTART command directs the specified 
list/punch task to stop and tc resume 
printing/punching either from the beginning 
of the list/punch entry, or up to 9999 
pages (or cards) forward or backward from 
the point of interruption. 

The number, of duplicate pages or cards 
written because of a PRESTART command is 



PRESTART 00E,-10 

Reprint the previous ten pages and 
continue to end of output. 

PSETUP Command 

The PSETUP command cain be entered only 
after message 1Q40A, requesting a special 
form to be mounted, is displayed. It 
causes n pages of spooled list data to be 
printed. All printable characters of the 
page are replaced by the character X. 
During the printing of the n pages > the 
operator can manually align the printer 
forms and cain reissue PSETUP as many times 
as is necessary. 

The number" of pages printed by PSETUP 
will be counted and stored separately in 
the list account record. 

When the PGO command is issued to resume 
printing, the pages are printed again with 
their original contents. 
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Format 

PSETUP uracldr[,n] 



uraddr 



Specifies the unit record device 
associated with the write tasjc. 
Its format is cuu or X'cuu' 

Specifies, as one or two digits, 
the number of pages to be prin<;ed, 
If n is omitted, only one page is 
printed. 



ExamEl e : 



PSETUP 00E,2 

Print two pages to allow forms 
alignment. 

Then, PGO OOE 

Pages are printed again' with their 
original contents. Printing 
continues. 



XXXX XXX 



x:i 



XXX XX XXX XXXXX XXXXXXXXXXXXXXX xxxxxxxx 



xxxxxxxxx 



1st 

Page xxx xxxxxxx xxxxxxxxxxxx xx'x xxxxxxxxxxxxxxxxxxxxxxxxxxxxxx xxxxxx xxxxxxx 



2nd 
Page 



xxx XX: xxx XXXXX- XXXXXXXXXXXXXXXXXXX XXKXXXXX 



xxxx yxx XX 

XXXXXXXXX 



xxxx xxxxxxx xxxxxxxxxxx xxx > xxxxxxxxxxxxxxxxxxxxxxxxxxxxxx xxxxxx xxxxxxx 



X xxxx 



1ST 
Page 



PAY TO TH£ ORDER OF .....; ONE EMPLOYEE 

ONE HUNDRED TWENTY-THREE AND —-'——- 
* 2001 



SEPT 30, Ti 

♦ **123.«»5 
— 45/100 DOLLARS 



2nd 
Page 



PAY TO THE ORDER OF ANOTHER EMPLOYEE 

FIVE HUNDRED FORTY-THREE AND - — — ^— — ^— 
# 2002 



SEPT 30, 7a 

♦**543.21 
— 21/100 DOLLARS 
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PSTART Command 



This command starts a POWER/VS task or 
brings a partition under control of 
POWER/VS, 



The task and RJE formats are used to 
start reader/writer tasks and RJE tasks, 
respectively. The partition format is used 
to place a partition under POWER/VS 
qontrol. 



POWER/VS requires a programmer logical 
unit 'for each unit record device, each 
spool tape, or each RJE line specified in a 
PSTART command. If no free LOB is 
available in the POWER/VS partition, a 
message is displayed and the command is 
ignored. 

Forma t 

For the special format of the PSTART 
command that applies to diskette RDR tasks, 
refer to Format of PSTART ^ Coinniand, for, 35 ft 
R eader Tasks , later in this section. 



tapeaddr 



password 



{PSTART^ /task, uraddr[, class] [,bufno] 
S / » task, uraddr, tapeaddr 

I partition (, class] [,outputclass 
^RJE, liheaddr (, password] 



■1 



class 



task Specifies the task to be started 
as RDR, LST, or PUN. 

RPR = reader task 
LST - list task 
PUN = punch task 

When a- reader task is Started, 
input entries are built from the 
input data. When a writer task is 
started, output entries are 
processed in priority within 
class. 

uraddr Specifies the unit record device 
address associated with the 
reader/writer task? Its format is 
either: 

cuu or X'cuu* 

bufno This parameter applies only to 
card- reader tasks and specifies 
the number of buffers used to read 
in cards. 1 or 2 can be used. If 
omitted, 1 is - assumed. 



lineaddr 



Specifies the line; address 
associated with the RJE task, 
fonrat is either: 

cuu or X'cuu* 



Its 



Specifies the address of the tape 
unit on which a spool tape is 
mounted. Its format is: 

X'cuu' 

Only list and punch tasks can be 
started from a tape. If the tape 
is not recognized as a spool tape, 
a message is issued and the 
command is ignored. 



When an RJE line is started a, 
past^word can be set for the line 
by the central operator. This 
password can be any combination of 
up to eight alph'americ characters . 
A default password is defined 
during POWER/VS generation, and is 
used if no password is specif ied 
by the central operator. If the 
password is specif ied in the 
PSTART command, this password is 
in effect until a P STOP command is 
issued. If a password is set, a 
remote operator rtiust use it to 
sigh oh. 



The meaning of this parameter 
depends on the type of task to be 
started. 

For a writer task, class defines 
the output class (es ) upon which 
the task operates, up to four 
classes can be designated by 
specifying one to four alphabetic 
characters from A through Z . The 
order specified is the order in 
which the classes will be 
processed. If no class parameter 
is specified, only class A is 
selected* 

For a reader liask, class defines 
the input class that is assigned 
to all jobs without a class 
specification in their ♦ $$ JOB 
cards, when no * $$ CTL statement 
is in effect. It may be specif ied 
as an alphameric character from A 
through Z or from through U. If 
no class parameter is specified, 
class defaults to A. 

For a partition, class defines the 
input class (es) that can be 
executed in this partition. Up to 
four classes can be designated by 
specifying one to four alphameric 
characters from A through Z or 
from through t». The order 
specified is the order in which 
the classes will be executed. If 
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no class is specif ied, only job 
entries with matching partition- 
type (0-U) input class are 
selected. 



PSTART RJE, 030, TORONTO 

Start RJE task on line 030. 
TORONTO is the security password. 



Note; Only one of the classes 
specified in the partition form of 
a PSTART command can be a 
partition-type class (that is, 
O'-l), and the partition-type class 
specified must .match the partition 
being started. For example, 
- PSTART F2,AC2. 

partition 

Specifies the partition- to be 
brought under POWER/VS control as: 

BG, FU, F3„ F2, or Fl 

If the partition specified is 
already controlled by POWER/VS, 
the PSTART command acts as a 
normal AR START. If the partition 
is not under POWER/VS control, the 
PSTART command first brings it 
under control of POWER/VS and then 
performs the AR START function. 

If the partition to be placed 
under POWER/VS control is still 
active, or not supported fcy the 
DOS/VS system, or if it does not 
have lower priority than the; 
POWER/VS partition, a message is 
issued and the command is ignored. 

outputclass 

This parameter can be used to 
specify the class of a POWER/VS 
job's printed or punched output if 
* $$ LST or * $$ PUN statements 
were omitted. It can be any 
alphabetic character. 

Exanifil es : 

PSTART RDR,0dc,2 

Start reader task on X'OOC'. 
Assign class 2 to all jobs without 
specific class assignment. 

PSTART LST,OOE,AB 

Start list task for class A and B. 

S PUN,00D,X'285* 

Start tape punch task on X'OOD' 
from tape mounted on 285. 

PSTART BG 

Bring BG under control of 
p6wer/VS. Select input class 
only. 

PSTART F1,AB 

Bring Fl under control of 
POWER/VS. Select input classes A 
and B only. 



Format_of_ PSTART Command for 354 Reader 
Tasks 

The following format of the PSTART command 
is to be used to start a reader task that 
irerges a 3540 diskette file with input 
being read from the card reader. 

^PSTART) RBR, uraddr I , class! , uraddr 

where the first physical unit number 
(uraddr, X'cuu* or cuu) is the address of 
the card reader and the second one the 
address of the 3540 diskette. 

The format of the PSTART command to 
start a reader task that reads both job 
control statements and data from a 354 
diskette is as follows: 

YpsTART)RDR, uraddr [, class] f, 'file-id'") 
IS J _ I, file-id J 



[;^ 



number-of- diskettes J [,S] [, V] 



k. 



uraddr 



"file-id" 
file-id 



Specifies the physical unit 
number (X'cuu' or cuu) of the 
3540 diskette. 



Specifies the file name as it 
appears in the HDRl label on the 
354 diskette. This name must be 
identical with the file 
identifier, passed in the DLBL 
statement when the file was 
created. Blank characters are 
allowed in the file name if it is 
specified in quotes. 



number-of -diskettes 

Specifies the maximum number of 
diskettes to be read. One to 
three digits, can be specified. 
Allowed values are 1 to 255. The 
default value is 1. Reading 
stops after the specified number 
of diskettes are processed, or 
after reading a diskette whose 
HDRl label indicated that it was 
the last volume of the file. 

S Specifies whether volume sequence 
checking is desired. If omitted, 
no sequence checking will take 
place. Sequence numbers must 
start with 1 and must be 
incremented by 1, up to a maximum 
of 99. 
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Specifies that a check on file 
verification is requested. If 
file verification had been 
performed on the diskette file, 
the verify field in the HDRl 
label was set to ' V . If 'V^is 
specified and the verify field in 
the HDRl label was not 6et to 
'V, the file is rejected at open 
time. If 'V is not specified, 
the verify field in the HDRl 
label is ignored during 
processing. 



EOJ 



ExanjEl e : 



Job control statements and data are both on 
one 3540 diskette JEile (SYSIN) . 

PSTART RDR,X'OOB'» ,B, •MYFIIE',31 

Start reader task on X'OOB*. Reading stops 
after 31 diskettes are processed or after 
reading a diskette that does not have a 
continuation indicator in its HDRl label. 
Assign class B to all jobs without specific 
class assignment. 



PSTOP Gommand 

The PSTOP command terminates a POWER/VS 
task or releases a partition t-rom control 
of POWER/VS. 

When a reader task is stopped; further 
, input processing is terminated, and the 
current reader- entry is not placed in the 
input queue. 

When a writer task is stopped, further 
output processing is terminated, but the 
current job entry segment is not deleted 
from the output queue. When a writer task 
is restarted, processing of the entry 
starts either at the first record or the 
next record of the same job entry segment, 
or starts by processing the next job entry, 
depending on the parameters specified in 
the PSTOP command. 



RESTART 



Command to stop the task when it 
has completed processing the 
current job entry. This parameter 
should always be specified for RJE 
tasks, unless an emergency occurs. 



Specifies that when the task is 
started again, processing of the 
stopped job entry will begin at 
the record following the last one 
processed before the PSTOP command 
was issued. RESTART applies only 
to output processing. 

Note: If RESTART is not specified 
along with uraddr, processing will 
begin at the first record of the 
current job entry when this task 
is started again (via PSTART) . 



partition 



Specifies the POWER/VS controlled 
partition to be stopped as: 

EG, F4, F3, F2, or Fl 

When a partition is stopped by a 
PSTOP command it is also released 
by POWER/VS. 

This form of the PSTOP command is 
not effective until processing of 
the current reader entry is 
completed. 

After the partition is released by 
POWER/VS, SYSRDR and all 
assignments to POWER/VS controlled 
devices for this partition are 
released. (It is your 
responsibility to reassign these 
devices when the partition is 
restarted.) The partition can now 
be started as s normal batch 
partition. To restart it as a 
POWER/VS controlled partition /the 
DOS/VS STOP or UNBATCH command 
should be issued,- followed by a 
PSTART command. 



For reader/writer or RJE tasks, POWER/VS 
acknowledges the PSTOP command with a 
message at both the central location and at 
the terminal. 



lineaddr 



Specifies the line address 
associated with the RJE task, 
has the format: 



It 



Format 
(PSTOP) 



uraddr 



uradd 



rr,i 



EOJ 1 
RESTART 

partition 

lineaddr [, EOJ] 



^! 



Specifies the unit record device 
address associated with the 
reader/writer task being stopped: 

cuu or X' cuu' 



cuu or X'cuu' 

Exampl es : 

PSTOP 00E,EOJ 

Stop writer task operating on OOE 
after completion of the current 
list entry. 



PSTOP F3 



Release F3 from control of 
POWER/VS after processing of the 
current reader entry is completed. 
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PSTOP OOD, RESTART 

Stop writer task operating on OOD. 
When the task is rest;arted, 
processing of the stopped^ entry 
continues at the point of 
interruption. 

PSTOP 030 

Stop the RJE task operating on 
line 030, imraedi^tely. If this 
task is reading, the input records 
already processed are lost. If 
the task is writing, output starts 
f rorn the first record of the list 
entry when the task is restarted. 



POWER /VS RJE Terminal Commands 



Bffeniote job entry (rje) is an extension of 
POWER/VS and allows the user to submit jobs 
froiii remote locations via IBM 2770, 2780, 
37^:1, or 3780 terminals for processing at a 
central installation under DOS/VS. 

The central installation and the 
terminals can communicate through messages 
and domraands.. POWER/VS broadcast messages 
(no ALLUSERS-type) and responses to 
POWER/VS terminal commands are sent to the 
remote operator in the format of list 
output. They are stored in virtual storage 
and automatically printed (and subsequently 
deleted) whenever the line is available for 
print Operations. 

ALLUSERS-type broadcast messages are 
stored in virtual storage. They are 
displayed only upon request. 

If an I/O error occurs, RJE will write 
SYSREC records to the recorder file^ 



gueue_management commands are only 
applicable to jobs that~are subraitteji by or 
routed to the same remote-id as the one 
issuing the command. 

Migcellaneous commands print the page 
layouts or transmit messages . 



Format of , PQWER/VS RJE .Tgrminal Commands 

POWER/VS RJE terminal commands are entered 
on punched cards through the reader at the 
terminal. They must be submitted outside 
POWER/VS job boundaries, otherwise they are 
treated as user data. 

Each RJE command consists of the 
following fields: 

1 Identification_field; Contains * in 
column 1, blank in column 2, and .. 
(periods) in columns 3 and 4. Column 5 
must be blank. 

^ QE§I§ti2Il^f i§i^ *• Specifies the RJE 
command. "Must be preceded by one or 
more blanks in column 5. At least one 
blank irust separate the operation and 
operand field. 

3 Operand field; Contains one or more 
parameters, separated by commas. At 
least one blank must separate the 
operand field and the comments field. 

U Comments field; May contain any 

information considered helpful by the 
user, vcontinuation of the comments 
field is not allowed. 

The operation field, operand field, and 
comments field must be contained within 
columns 6 thrpugh 71. Column 72 must be 
blank. 



FUNCTION OF POWER/VS RJE TERMINAL COMMANDS 

pOWER/VS RJE commands are used to control 
job entries that are entered at a terminal 
for processing at a central installation. 
There are four types of commands: 

germinal control commands are used to start 
and 8top~user~sessions. 

Task_raanagement_commands are only 
applicable to an"~RJE writer task. The RJE 
readet task is started by the central 
operator when he brings up the line^ and 
ij^s operation is controlled by the system 
as are execution processors. 



5 Seguence_f i el d ; Sequence numbers are 
useful when a number of commands with 
the same operation code are submitted 
from a terminal. Columns 79 and 80 are 
returned in diagnostic messages i 

Description. of POWER/VS RJE Terminal 
Commands ■ ■ ^ 

Figure 10 shows all valid terminal 
commands. 

The following pages describe all RJE 
terminSl^ commands in alphabetical order. A 
summary of these commands is contained in 
^EE§S^i5_Q* 



POWER/VS 83 



Type 



j Command [operation 



^ + + _ _ ____ _..__.___ 



Terminal jSIGNON | Start a user session 
control JSIGNOFF | Terminate a user session 

__ 1. J. :' ^ . . _ _ 


T T . — — "^ : ^ .■ — ■■ 

Task 1 START 1 Start a writer or resume message receipt 
management j STOP |Stop a writer or stop message receipt 

[flush 1 Flush an active job 

1 RESTART 1 Restart a writer entry 

|G0 1 Reactivate a task wailing 

_!. _■ J. _ _ , _„ 


_ -^ _ ^ _ _ _ __ __ ._ _ 

Queue [DISPLAY [Display job status 
management | ALTER j Alter job attributes 

[delete [Delete a job or a message 

1 RELEASE. 1 Release a job 

_4. 1 „ ■ ^ ■ . ;.■ : ; 


^ ^--^ 

Miscellaneous IBRDCST | Transmit a message 
I SETUP (print page layout 



L i i. ; . 



._ . J- 



Figure 10. POWER/VS RJE Terminal Commands 



ALTER Command 

The ALTER command is issued to change the 
various operands of a job entry after it 
has been logged in POWER/VS. The operands 
are the same as those specified in the * $$ 
JOB, * $$ LST, and * $$ PUN statements and 
have the same format. Any number of 
operands can be modified by one command. 
However, the remote user can alter 
attributes of only those jobs that were 
submitted by himself or were routed to him. 

If an input queue entry is specified and 
an execution processor is currently proces- 
sing this entry, message 1R88I is issued. 

The priority of an entpy in the reader 
queue is identical to that of the 
corresponding entries in the writer queues . 
On the other handy^ disposition and class 
may be totally different in corresponding 
reader and list/punch queue entries, since 
input disposition and class are defined in 
the =»■ $$ JOB statement, whereas output 
disposition and class are defined in the 
* $$ LST 'and * $$ PUN statements. 



Format 

!jobname[,jobnumber] 
ALL 
*abc 
classl 

[,PRI=priority] 

[,DISP=dispositionl 

[,CLASS=class2] 

[ ,,COPy=number-of -copies] 

[,REMOrE=reroid] 



queue Specifies the queue for which the 
command is to be executed: 

LST = list qyeue 
PUN = punch queue 
RDR = read queue 

jobname Specifies the name by which the 

queue entry is known to POWER/VS. 
jobname can be two to eight 
alphameric characters. 



jobnumber 



The (iOPY and REMOTE operands apply to 
the output only. When applied to a reader 
entry, they are ignored. If a. writer entry 
is specified in the ALTER command and a 
writer task is currently processing the ALL 
entry, only the number-of-copies can be 
altered. If any other parameter is 
specified, message 1R88I is issued and the | *abc 
command is ignored. The same message is 
issued if thfe output- is segmented and the 
first segment is already deleted from the 
output queue. 



Specifies the number assigned to 
the queue entry by POWER/VS. The 
jobnumber may be one to five 
digits long. The DISPLAY command 
may be used to obtain the 
jobnumber. 

All job entries in the specified 
queue are to be altered. 

All job entries with the same 
first characters are to be 
altered, abc represents any 
combination of up to seven 
alphameric characters. 



No confirmative message is issued after 
the ALTER command. DISPLAY can be used for 
verification. 



classl All job entries of a certain class 
are to be altered in the specified 
queue. 
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priority Specifies the priority of the job 
entry. Priority -is specified as a 
single digit from to 9. Nine is 
thfe highest priority. 

disposition 

Can be specified as H for hold, K 
for keep after processing, L for 
leave, or D for delete after 
processing. 

ciass2 Can be specified as any alphabetic 
character from A through Z. Also, 
specifications from through 4 
are allowed for input classes. 

reinid Can be specified as any number 
from to 200. indicates the 
central location. 

Only the TO remote- id can be 
modified with an ALTER coirraand; 
the FROM remote- id cannot be 
modified. 

numfc<jr-of- copies 

Specifies the number of copies to 
be produced after the command is 
issued, including the one in 
progress. 

ExamEl e : 

* .. ALTER LST, PAYROLL, DISP=D,CLASS=B 
Alter the disposition of the 
output of job PAYROLL toD, and 
alter the class to B. 



BRDCST Command 

The BRDCST command enables the remote 
operator to communicate with the certtral 
operator and other remote users. Messages 
can be submitted for one specific user or 
for all users. 

Messages for specific remote-id's are 
displayed at once (if the terminal is ready 
to receive the message). 

ALLUSERS-type messages are queued in 
virtual storage and displayed at the user's 
request only (DISPLAY message). 



Format 

* .. BRDCST remid, 'text' 

remid Specifies the remote-id to which 

the coirroand applies. Remote users 
can.be identified by numbers from 
1 to 200. A specification of 
indicates the central location, 
and a specification of ALLOSERS 
indicates all users. 



•text Specifies the text of the message. 
The message can consist of from 1 
to 59 characters enclosed in 
single quotation marks. A single 
quotation mark within the message 
must be written as two quotation 
marks. 

Examples: 

♦ .. BRDCST 150, 'Payroll will be 
completed in 30 min. ' 

Broadcast the message to the user 
whosei remote-id is 150. 

* .. BRDCST 0, 'Inventory is finished' 

Broadcast the message to the 
central operator. 

DELETE Command 

The DELETE command is used to remove one or 
more job entries from the specified queue. 
Job entries being prosessed by an execution 
processor or write task are not affected by 
this command. The remote uqer can delete 
only jobs or messages that were submitted 
by himself or were routed to him. 

Format 

DELETE / queue, jobname [ jobnumber] 
queue, ALL 
queue, class 
queue, *abc 
MSG[,n] 

queue Specifies the queue for which the 
comjnand is to be executed: 

LST - list queue 
PUN = punch queue 
RDR = read queue 

jobname Specifies the name by which the 
job entry is known to POWER/ VS.. 
jobname can be two to eight 
alphameric characters. 

jobnumber 

Specifies the number assigned to 
the job entry POWER/VS. The job- 
number is from one to five digits 
long. The DISPLAY command cah be 
used to obtain the jobnumber. 

ALL All job entries are to be deleted 
from the specified queue. 

class All job entries of a Gertain< class 
are to be deleted from the 
specified queue. 

♦abc .All job entries with the same 
first n characters are to be 
deleted, abc represents any 
combination of up to seven 
alphameric characters . 
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^3SG[,n] ALLUSERS-type message is to be 
deleted, where n is the message 
number. The message number can be 
obtained with a DISPLAY MSG 
commaind. If n is omitted, all 
ALLUSERS-type messages that wefe 
entered from this remote-id are 
deleted. ALLUSERS-type messages 
can only be deleted by their 
originator or by the central 
operator. 



Examples: 



* .. DELETE RDR,ALL 

Delete the entire reader queue. 

* . . DELETE LST,B 

Delete all entries in the list 
queue with a class of B. 

* . . DELETE MSG 

Delete all ALLUSERS-type messages 
entered by this remote- id. 



DISPLAY Command 



he DISPLAY command provides the remote 
perator with a status report of the 
specified job entry or entries. The remote 
operator can only display the status of 
jobs that he submitted himself or that have 
been routed to him. 



Each job entry is represented by one 
line containing the following items: 



I Items 
h 



■T • 1 

I Characters | 



1 jobname 
1 jobnurober 
1 priority 
1 disposition 
1 class 




8 
5 
1 
1 

1 




1 FROM remote- id 




3 




1 TO remote- id 




3 




1 number-of-records/pages 
number-of -copies 
forms-number 




6 

2 

a 




L -.^ 


— x__ 




J 



The last four items are displayed for 
output only. For punch output, the number 
of records is displayed, whereas for list 
output the number of pages is displayed. 

Each line of the status report starts 
with the "message number 1R46I. If the 
status report is made up of entries from 
i.fferent queues, the queue name is printed 
ifbre the first job entry is displayed. 



The disposition!' of a job entry may 
appear as H for hold, K for keep after 
processing, L for leave, D for delete after 
processing, or as an ♦ if an execution 
processor or a write task is currently 
processing the entry.' 



The class can appear as an alphameric 
character from A to Z, or from to t. The 
remote-id is displayed as a number from 001 
to 200 if the job is entered from a 
terminal or if the output is routed to a 
terminal. The remote-id of the central 
location (000) is not printed in the status 
report. 

If a write task is processing an entry 
when the DISPLAY command is entered, 
number-of-copies is the number of copies 
left to be produced, including the one in 
progress. The number-of-records/pages is 
the number of records or pages left to be 
produced. The operator can use this 
information to determine whether to stop a 
write task or let it continue until the 
current entry is completed. 

Output from the DISPLAY command is 
stored in virtual storage, and is 
transmitted as soon as the line becomes 
available for write operations. 



Format 



DISPLAY /queue, jobname [,jobnumber] 

queue!, ALL] 
, queue, HOLD 
lqueue,FREE 
/queue, *abc 

queue, class 

\all 

JHOLD 

/FREE 

*abc 

MSG 



queue Specifies the queue for whi^h the 
DISPLAY command is to be executed; 

LST = list queue 
PUN = punch queue 
RDR -read queue 



jobname Specifies the name by which the 
job entry is known to POWER/VS. 
The jobname can be two to eight 
alphameric characters. 



jobnumber 



Specifies the number assigned to 
the job entry by POWER/VS. The 
jobnumber is one to five digits 
long. 
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ALL Requests the Status of all entries 
in th«2 specified queue. If the 
queue parameter is not specified, 
status ijif orraation on all entries 
in all queues is displayed. 



class Requests the status of all job 
entries in the queue with the 
specified class. The class can be 
specified as an alphameric 
character from A through Z, or 
from to U . 



HOLD Requests the status of all entries 
in the specified queue that are 
not available for processing (that *.abc 
is, in hold state or leave state). 
If the queue parameter is not 
specified, status information is 
displayed on all such entries. 

FREE Requests the status of all entries 
ih the specified queue that are 
available for processing (that is, 
in keep-after-processing state or 
delete-after-processing state) . MSG 
If the queue parameter is not 
specified, status information is 
diisplayed on all such entries. 



Requests the status of all entries 
having the first, characters of 
their jobnaroes in common. abc 
represents any combination of from 
one to seven characters. If the 
queue parameter is not specified, 
status information is displayed 
for all queues. 



Requests the display of all 
ALLUSERS-type messages that have^ 
been entered, together with their 
originators . 



Fl 
Fl 
Fl 
Fl 
Fl 
Fl 
Fl 
Fl 
Fl 
Fl 
Fl 
Fl 
Fl 
Fl 
Fl 
Fl 
Fl 



d all 
1RU6I 
1R46I 

iRaei 

1R46I 
1R46I 
1R46I 
1R46I 
1RU6I 
1R46I 

iRaei 
iRttei 
iRuei 
iRuei 

1RU6I 
1R46I 
1RU6I 
1R46I 



DISPLAY THE STATUS OF ALL ENTRIES IN ALL QUEUES 



READER QUEUE 
VERA02 00003 



VERAll 
VERAOl 
VERA03 
VERA 04 
VERA05 
VERA06 
VERA07 
VERA08 
VERA09 
VERA13 
VERAlO 



00012 
00002 
00004 
00005 
00006 
00007 
00008 
00009 
00010 
OOOlU 
00011 



AUTONAME 00013 

LIST QUEUE 
VERA08 00009. 



C FROM 
U 022 
4 004 
B 015 
B 012 
B 005 
B 004 

000 

000 

003 

Oil 

009 

006 

010 

FROM TO 

00 3 000 



PAGES GC FORM 
4 1 



PUNCH QUEUE NOTHING TO DISPLAY 
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FLUSH Command 



RELEASE Command 



The FLUSH ccrrmand is used to discontinue 
the job entry currently being processed by 
an RJE writer task. 

When the writer task is flushed, further 
output processing is terminated for this 
POWER/VS job, and the writer entry is 
deleted, unless HOLD is specified. 



The RELEASE command is used to take one or 
irore job entries out pf the hold or leave 
state and make them available for 
processing. After processing, a job entry 
originally in the leave state returns to 
the leave state; a job in the hold state is 
deleted from the queue. 



FLUSH is invalid when applied to an 
inactive task. Also, FLUSH can only be 
issued for a task that has been interrupted 
by the remote or central operator or by an 
action-type POWER/VS message. 



If a RELEASE command is issued for a job 
entry that is not in the hold state or 
leave state, a message is issued and the 
command is ignored. 



Format 



FLUSH |task 



task, HOLD] 



The remote user can release only those 
jobs that were submitted by himself or were 
routed to him. 



task Specifies the task to be deleted 
as LST or PUN. 

HOLD Specifies that the corresponding 

writer entry is not to be deleted, 
but put in the hold state. 



Formats 



RELEASE .queue , jobname [, jobnumber] 
I queue [, ALL] 
jqueue, class 
^ queue, *abc 



Examples: 



FLUSH. PUN 
Delete the punch entry 
currently being punched. 
Continue with the next 
entry. 



queue Specifies the queue for which the 
command is to be executed: 

LST = list queue 
PUN = punch queue 
RDR = read queue 



FLUSH LST, HOLD 
Skip the list entry 
currently being printed, but 
do not delete it from the 
queue. Continue with the 
next entry. 



GO Command 

The GO command is used to reactivate a 
writer task after receiving the "mount 
forms" message. (Message number 1C'»0A.) 



Format 



jobname Specifies the name by which the 
job entry is known to POWER/VS. 
The jobnarae can be two to eight 
alphameric characters. 



jobnumber 



ALL 



Specifies the nuftiber assigned to 
the job entry by POWER/VS. The 
jobnumber is one to five digits 
long. The DISPLAY command can be 
used to obtain the number. 



All job entries are to be released 
from the specified queue. 



. GO task 



task 



Specifies the task to be 
reactivated as LST or PUN. 



class All job entries of a certain class 
are to be released from the 
specified queue. 



Exampl e : 



GO LST 
Reactivate the list task. 
The proper forms have been 
mounted. 



*abc All job entries with the same 
first characters are to be 
released, abc represents any 
combination of up to seven 
alphameric characters. 
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Examples; 



♦ .. RELEASE LST, PAYROLL 

Release the entry PAYROLL 
from lisV queue. 

♦ .. RELEASE RDR,ALL 

Release the entire read 
queue. 

♦ .. RELEASE LST,*PAY 

Release all entries in the 
list queue that begin with 
PAY. 



RESTART Command 

The RESTART command directs the RJE writer 
task to discontinue printing or punching 
immediately and to resume output from a 
specified point. A list writer can resume 
printing from either the beginning of the 
list entry, or up to 9999 pages forward or 
backvjard from the interrupted page. A 
punch writer can resume punching from 
either the beginning of the" punch entry, or 
up to 9999 cards forward or backward. 

The number of duplicated pages printed 
or cards punched because of a RESTART 
; pommand is separately counted and stored in 
the list account record (if created). 

RESTART is invalid when applied to an 
inactive task. Also, RESTART is only 
applicable to a task that has been 
interrupted by the operator or by an 
action-type P0WER/7S message. 

Format 

♦ . . RESTART (task V 
\task,nf 

task Specifies the task to be restarted 
as LST or PUN. 

n Specifies a signed or unsigned 

value from to 9999. A plus sign 
indicates the number of pages or 
cards forward and a minus sign 
indicates the number of pages or 
cards backward from the -last 



Examgle ; 



interrupted page or card. No sign 
indicates a specified page or card 
count from the beginning. 

If the operand is omitted or is 
too large a backward count, output 
resumes from the first page or 
.card. If too large a forward 
count is' specified, message iQ'*2l 
is issued and the command is 
ignored. 



RESTART LST, -10 
Reprint the previous ten 
pages and continue to the 
end of output. 



SETUP Command 

The SETUP command can be entered only after 
message iQtOA requesting a special forms 
mount is displayed. It causes n pages of 
spooled list data to be printed. All 
printable characters of the page are 
replaced by the character X. During the 
printing of the n pages, the operator can 
manually align th^i, pi;inter forms . 

The number' of pages printed by SETUP are 
counted and stored separately in the list 
account record. 

When the GO command is issued to resume 
printing, the pages are printed again with 
their original contents. 

Format 

♦ .. SETUP LST[,n] 

LST,n One or two digits that specify the 
number of pages to be printed. If 
n is omitted, only one page is 
printed. 



Example; 



SETUP LST, 2 

Print two pages to allow forms 
alignment. 
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XXXX XXX 



XXX XX XXX XXXXX JtXXXXXXXXXXXXXX xxxxxxxx 



xxxxxxxxx 



1st 

Page xxx xxxxxxx xxxxxxxxxxxx xxx xxxxxxxxxxxxxxxxxxxxxxxxxxxxxx xxxxxx xxxxxxx 



X XXXX 



xxx XX xxx XXXXX xxxxxxxxxxxxxxxxxxx xxxxxxxx 



XXXX xxx XX 

xxxxxxxxx 



2nd 
Page 



XXXX xxxxxxx xxxxxxxxxxx xxx xxxxxxxxxxxxxxxxxxxxxxxxxxxxxx xxxxxx xxxxxxx 



1ST 
Page 



PAY TO THE ORDER OF. ........ • ONE EMPLOYEE 

ONE HUNDRED TWENTY-THREE and — — 

♦ 20(31 



SEPT 30, 7t» 

♦♦*123.45 
— U 5/1 00 DOLLARS 



2nd 
Page 



PAY TO THE ORDER OF. ....... . .ANOTHER EMPLOYEE 

FIVE HUNDRED FORTY-THREE AND — 

# 2002 



SEPT 30, 74 

♦♦♦543.21 
— 21/100 DOLLARS 



SI6NOFF Command 

The SIGNOFF coitiitiand informs the system that 
the remote operator will tierminate the 
sessioif at the next end-of-file condition 
on the reader. POWER/VS. will disconnect 
the terminal from the system, stop any 
active writers, and prepare the line for 
other terminals to sign on. 

Mote; A terminal is forced to sign off 
when it has been idle for a number of 
minutes, as defined during POWER/VS 
generation. 



Format 



SIGNOFF 



(no operand) 



Examgl e : 

* .. SIGNOFF Terminate a session. 



SIGNON Command 



The SIGNON command identifies the terminal, 
and makes the logical connection between 
the terminal and th^ system. It musit be 
the f irsft card submitted from the terminal 
after the line is started by the central 
operator. It can also be submitted during 
the course of the session,, in which case it 
terminates the current session and 
initiates the next session. 



The operator must use the remote-id 
assigned to him during POWER/VS generation, 
since the terminal characteristics are 
defined in relation to this remote-id. llf 
the same remote- id is used to sign onto 
another terminal with different hardware 
characteristics, the results are 
unpredictable. 
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The security password miist match the 
password set forthe line by the central 
operator. If the central operator did not 
specify a password when the line was 
started, it must match the password set for 
the line during POWER/VS generation. If no 
password is set for the lin^, the password 
parameter can be" omitted. 



Format 



Forttlat 



SIGNON reroid I, password] 
[,,user-iniEormation3 



rerriid Specifies the remote-id assigned 
to the terminal during POWER/VS 
generation. Remote users are 
identified by numbers from 1 to 
200. 

password 

Specifies the password set for the 
line by the central operator, or 
set during POWER/VS generation. 
It can be any combination of up to 
eight alphameric characters. 

user -information 

consists of up to sixteen bytes of 
user information, which are moved 
to the line account record. This 
information is punched in columns 
56 to 71. 

Note.; An invalid SIGNON command 
is interpreted as a SIGNOFF 
corriTand.. The terminal is 
disconnected if it is on a 
switched line* 

Examjgle; 

♦ . . SIGNON 002y SECRET 

Sigrt on at a terminal with 
remote-id 002 arid password SECRET. 



START Conimand 



The. START coiitimand is used to initiate An 
RJE writer task (writer). The RJE reader 
task (reader), is controlled only by the 
central operator. 

The. remote operator must enter a START 
command in order to receive his output. 
POWER/VS does hot send unsolicited output 
to any terminal. 

A START comioand is invalid when applied 
to an active task. The START command is 
also used to resume message receipt (broad- 
cast and system messages) . * . . START MSG 
is only meaningful if an ♦ .. STOP MSG was 
givien previously. (Refer to the STOP 
comiiiand.) 



START 



I task ) 
task, class > 
[msg ) 



task Specifies the task to be started 

as LST or PUN. Writer entries are 
jprocessed on a first- in,' flrst-out 
basis within priority, within 
Class. 

class Defines the output Class (es) upon 
which the task is to operate. Up 
to four classes can be designated 
by specifying one to four 
alphabetic characters from A 
thrbugh Z. The order specified is 
the order in which the classes 
will be processed. If no blast 
parameter is specified, only class 
A is selected. 

MSG Specifies that all subsequent 

messages directed to this terminal 
are to be accepted (printed). 

Examples : 

* .. START PUN 

Start punch task for class A. 

♦ . . START LST,AB 

Start list task for classes A and 

B. 



STOP Command 



The STOP command is used to terminate an 
RJE writer task. The terminal operator 
cannot control the operation of an RJE 
reader task. 

A STOP command is invalid- when applied 
to an inactive task. The STOP command is 
also used to cause broadcast messages to be 
ignored (not accepted). After STOP MSG, 
all messac|es (broadcast and system^ for 
this user are discarded. 

Format 

♦ . . Stop , task . 
)task,EOJ f 
J task, restart} 
' MSG 

task Specifies the task to.' be stopped. 
LST or PUN are the valid entries. 

EOJ Specifies that the task will not 
stop until it has completed 
processing the current entry. 
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RESTART Specifies that when the task is 
started again, processing will 
begin at the record following the 
last one processed before the STOP 
command was issued. 



Examples : 



MSG 



Specifies that all subsequent 
messages directed to this terminal 
are to be ignored. In addition, 
existing messages in the queue are 
deleted immediately. 



Note ; if either EOJ or RESTART is 
not specified along with task, 
processing will begin at ithe first 
record of the current job entry 
when this task is started again 
(via START). 



STOP PUN, RESTART 

Stop the punch teusk. When the 
task is restarted, processing of 
the entry continues at the point 
of interruption. 

STOP LST,EOJ 

Stop the list task after ^ 
completion of the current list 
entry. 

STOP LST 

Stop the list task immediately. 
When the task is restarted, 
processing will start at the 
beginning of the interrupted list 
entry. 

STOP MSG 

Ignore messages . 
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Linkage Editor 



The linkage editor prepares programs for 
execution with DOS/VS and accepts as input 
the relocatable object modules produced by 
the language translators and object modules 
produced by the CSERV programs. It 
processes these modules into program 
phases, which may be immediately executed 
or cataloged into the core image library. 

Job control calls the linkage editor 
program when a // EXEC LNKEDT control 
statement is read. Control is returned to 
job control when the link edit function is 
completed, unless the CATAL option was 
specified, in which case the CATAL function 
is completed before control is returned to 
job control. 



The linkage editor program can run in 
either the background or a foreground 
partition. If it runs in the foreground, 
you must assign a private core. image 
library (SYSCLB) . In the background 
partition, the linkage editor defaults to 
the system core image library if nc private 
core imacfe library is assigned. The 
linkage editor issues a diagnostic message 
and terminates abnormally when you assign 
the private core image library across 
partitions. 



If the supervisor supports the 
relocating loader, yoti do not need to write 
a self-relocating program to enable that 
program to execute in any real or virtual 
partition. The linkage editor will produce 
relocatable phases whenever possible. The 
linkage editor determines whether a phase 
can be made relocatable by inspecting the 
origin of the PHASE statement. 



The linkage editor control cards direct 
the program to read an input module (s) and 
to form phases from the control sections 
within the modules. The linkage editor 
relocates the origin of each cdntrpl 
section in the phase, assigns each phase eln 
area of storage and a transfer address, and 
modifies the contents of the address 
constants in the phase. 



location of each control section and for 
resolving any references between control 
sections. 

The module TXT items are then built into 
phase blocks. The RLD items (address 
constants) are modified and inserted into 
the text. A transfer address is determined 
.for each phase. 



Lanjgiuage Translator Modules 



The input to the linkage editor consists of 
object modules and linkage editi^r contrbl 
cards. Each module is the output of a 
complete language translator run. It 
consists of dictionaries and text for one 
or more control sections. 

The dictionaries contain the infori^ation 
necessary for the linkage editor to resolve 
references between different modules. The 
tejct consists of the actual instructions 
andi data fields of the module. 



Six Card types caii be produced, ^y the 
language translators or by the pronraramer, 
to form a module. They appear in the 
following order: 

card Type Definition 



.ESD 
SYM 
TXT 
RLD 
REP 

END 



External symbol dictionary 

Ignored by linkage editor i 

Text 

Relocation list dictionary 

Replacenrent to text made by 
the programmer 

End of module. 



For the format of each of these cards 
(except SYM), see "Appendix B: Linkage 
Editor Summary"* 



The relociit ion factor for- each control 
section is determined and saved by byilding 
a table called the control dictionary. 
This table contains the linkage editor 
phase definitions and the module ESD items. 
When complete j* the table provides 
sufficient information for detemnining the 



The external symbol dictionary contains 
control section definitions and intermodule 
references. When the linkage editor has 
the ESDs from all modules, it can relocate 
the sections and resolve the references. 
Six types of entries are defined in the 
control dictionary. 
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ESP Type Definition 

SD section definition; provides 

control section name, assembled 
origin and length. Generated by 
a named START or a named CSECT 
in a source module. 

WX Generated by Weak External 

Reference (NXTRN) , which has a 
function similar to EXTERN, 
except that WXTRN suppresses 
AUTOLINK. The linkage editor 
treats WX as an ER, NOAUTO. 

PC Private code: provides 

assembled origin and length for 
an unnamed control section. 

LD/LR Label definition ; specif ies the 
assembled address and the 
associated SD of a label that 
may be referred to by another 
module. The LD entry is termed 
LR (Label Reference) when the 
entry is matched to an ER entry. 

ER External reference: specifies 

the location of a reference made 
to another module. ER is 
generated by EXTRN or a V-type 
actdreiss constant in a source 
module. 

QM Common: indicates the amount of 
storage to be reserved for 
common use by different phases. 
CM is generated by COM in a 
source module. 



The relocation list dictionary identifies 
portions~of text that must^be modified on 
relocation (address 'constants)-. 

When the linkage editor reads a module, 
it stores ESDs in its control dictionary, 
writes TXT and REP items in core image 
blocks in the library, and writes RLD items 
on an RLD file. Each item that is 
identified by the language translators with 
an ESID number is reidentif ied by the 
linkage editor with a control dictionary 
number to avoid duplication between 
modules. All programs' to be executed under 
D06/VS must be link-edited and stored in 
the core image library. The core image 
library is either on SYSRES (the system 
core image library) or on SYSCLB (a private 
core image library). The linkage editor 
program operates in one of three modes: 

• Catalog jniSae. An object module is 
lirik-edited~and permanently stored in 
the core image library. The core image 
directory for cataloged phases is 
tipdated. If the phase is eligible for 
the shared virtual area and is indicated 



as SVA^eligible in the system directory 
list, the phase is also loaded into the 
SVA. 

Load and execute mode. An object module 
is link-edited for temporary storage in 
the core imaige library and is 
immediately executed. 



Asse mble and execute mode. A soutce 
module is assimbled or compiled. The 
object module (output) is link-edited 
for temporary storage in the core image 
library and is immediately executed. 



Linkage Editor Control Stateihdnts 



In addition to the program cards previously 
listed, object modules used as input for 
the linkage editor include linkage editor 
control Statements . There are four kinds 
of these control statements, each of which 
is described in detail further on in this 
section. 



PHASE Indicates the beginning of a 

phase. It gives the name of the 
phase and the storage address 
where it is to be loaded. 

INCLUDE Signals that an object module or 
parts thereof are to be 
included. 

ENTRY provides an optional transfer 
address for the first phase. 

ACTION Specifies options to be taken. 



General Control .Statement Format 

The linkage editor control statements are 
similar in format to statements processed 
by the assembler. The operation field must 
be preceded by one or more blanks. The 
operation field must begin to the right of 
column i and must be separated from the 
operand field by at least one blank 
position. The operand field is terminated 
by the first blank position. It cannot 
extend past column 71. 



Control Statement JPlaceroent 

If multiple-object modules are being 
prepared in a single linkage editor run, 
the single ENTRY statement should follow 
the last object module. The ACTION 
statement (s) mu^t be the first record (s) 
encountered in th6 input stream; otherwise, 
they are ignored . 
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PHASE and INCLUDE statements may be 
present on SYSRDR, SYSIPT, or in the 
relocatable library. Figurell shows the 
possible placement of the PHASE and INCLUDE 
statements. 



uncludei statement 



beforafinit PHASE, 
stfttMwnt 



PHASE STATEMENT 



before fint ESU 



after tint PHASE 
(Utemeni 



ESD 
TXT 
RLD 
REP 
END 



bef6re neKt PHASE tteteinent . 
after last PHASE itatemvnt . 



after END and before 
ENTRY or next £SD 



ENTRY (or next ESD) 



Figure 11. Placement of PHASE and INCLUDE 
Statements 

INCLUDE statements within 
modules in the relocatable 
library must precede the . ESD 
statement for the module. 

PHASE Statement 

The PHASE statement must precede the first 
object module of each phase processed by 
the linkage editor. Under no circumstances 
can a PHASE statement occfur within a 
control section. There can be several 
control sections within a phase. When 
several PHASE statements appear before an 
Object module, each of the statements must 
be followed by at least one INCLUDE 
statement. Any object module not preceded 
by a PHASE statement i^ included in the 
current phase. 

The first (or only) object module input 
for the linkage editor should include a 
PHASE control statement before the first 
ESD item. If no PHASE. statement is used, 
or if the PHASE statement is in error, the 
linkage editor constructs a dummy 
statement. This allows testing of the 
program when the LINK option is used. 
Howev€!T, the .program with the dummy PHASE 
statement cannot be cataloged in a core 
image library; when the CATAI option is 



usee, the job is canceled. The last (or 
only) object module may optionally be 
followed by an ENTRY control statement. 



This statement provides the linkage 
editor with a phase name and an origin \ 
point for the phase. The phase n^e is 
used to qataiog the phase into a <:ore image 
library. This name is used in a FETCH or 
LOAD macro to retrieve the phase for 
execution. The PHASE statement is in the 
following format. 



PHASE name, origin i; NOAUTO] [,SVA][,p6DY1 

At least one blank must precede PHASE. The 
operands have the following meaning: 

name Symbolic name of the phase. One to 
eight alphameric (0-9, A-Z, tt, $, /, 
and a) characters are used as the 
phase name. The name may not be 
ALL. 

Each single-phase program should-be 
unique in the first four characters 
of its phase name. Any phases that 
are named: by the same first four 
characters will be classified as a 
multiphase program. When fetching a 
phase of a multiphase program, the 
partition must be large enough to 
contain the largest phase. 

origin Specifies the load address of the 

phase* If the origin of a phase was 
specified relative to the beginning 
of a partition, the linkage editor 
refers to the start address of the 
v irtu al pattition "to calculate' the 
load address of the phase. 

To run ^ program in a real 
partition, you can 

• Link-edit the program with ACTION 
REL (see the ACTION statement) so 
that it can be relocated to a 
real partition when it is loaded. 

• Write the program to be 
self -relocating. 

• Link-edit the program with a 
PHASE statement that contains the 
absolute address of the location 
within the real partition where 
the program is to be loaded. 

I€ COMMON is used, the length of the 
largest COMMON is added to every 
phase origin, even if the origin is 
given as ah absolute value. COMMON 
is located at the beginning of the. 
phase with the lowest origin address 
(if multiple phases). 
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The load address can be in one of 
six forms: 



1. symbol [ (phase) 3 

(irelocation] 

2. * ^relocation] 

3. S t±relocation] 
It. ROOT 

5. +di3placeraent 

6. F+address 



relative 
addresses 

absolute 
addresses 



A phase can b' made relocatable if 
its origin is specified as a 
relative address (formats 1-t 
above). However, if the address is 
relative to another phase which is 
not relocatable, the new phase will 
not be relocatable. Refer to the 
ACTION statement for additional 
information about the relocating 
loader. 

The elements that make up the six 
forms that specify the origin 
signify the following. 

!• symbol ; May be a previously 
defined phase name, control 
section name, or external label 
(the operand of an ENTRY source 
statement) . 

(phase) t If symbol is a 
previously defined control 
section name or a previously 
defined external label that 
appears in more than one phase, 
phase (in parentheses) directs 
the~linkage editor to the phase 
that contains the origin. The 
phase name must have been 
defined previously. 

relocation t Indicates that' the 
orrgin~of~the phase currently 
being processed will be set 
relative to the symbol ty a 
relocation term consisting of a 
+ or a - immediately followed 
by: X'hhhhhh' (one to six 
hexadecimal digits) , dddddddd 
(one to eight decimal digits), 
or nK. 

2. *: The linkage editor assigns 
the next storage location in the 
virtual partition (with forced 
doubleword alignment) as an 
origin for the next phase. 

For the first PHASE statement in 
the background partition, ♦ 
indicates that the origin is to 
be the first do,ubleword storage 
address after the partition save 
area, the label save area (if 
any), and the area assigned to 
the COMMON pool (if any). 



£§i2Sation: Indicates reloca- 
tion of the phase relative to 
the next storage location of the 
virtual partition. The format 
is as specified in item 1. 

3. S: If S is specified,, the 

origin is determined in the same 
manner as the first PHASE 
statement in item 2 . 

E§l2£§Lti°S* Indicates reloca- 
tion of the phase relative to 
the start of the virtual parti- 
tion as described in item 2. 

U. ROOT: Tells the linkage editor 
that the phase that follows is a 
root phase. The storage address 
assigned to the root phase is 
determined in the same manner as 
the first PHASE statement in 
item 2. Only the first PHASE 
statement is permitted to 
specify ROOT. Any qualitative 
information (phase or 
relocation) is ignored when ROOT 
is specified. If a control 
section (CSECT) appears in the 
root phase, other occurrences of 
the same control section are 
ignored and all references are 
resolved to the control section 
in the root. (This does not 
apply to control sections and 
external references that begin 
with the letters IBM.) Control 
sections are not duplicated 
within the same phase. If any 
subsequent phase overlays any 
part of the ROOT phase, a 
warning diagnostic is displayed 
on SYSLST if ACTION MAP is 
specified. Refer also to AC TIO N 
Statement. 



5. +displacement: Allows the 

origin (loading address) to be 
set at a specified location. 
The origin ■ point is an absolute 
address, relative to zero. 

displacement roust be: X'hhhhhh' 
(one to six hexadecimal digits), 
dddddddd (one to eight decimal 
digits), or nK. A displacement 
of zero (+0) would be used to 
denote a self-relocatinq 
program . 



6. F+address: This format allows 
the origin of the program that 
is being link-edited in one 
partition to bei set at the start 
of another partition that is not 
allocated. If the other 
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NO AUTO 



partition is allocated, ACTION 
BG or ACTION Fn has the same 
effect as F+address. 

It also indicates that an area 
is to be reserved at the 
beginning of the other partition 
for the program name, a register 
save area, and label 
infoririation. F should never be 
used for self-relocating 
programs. If COMMON is used,, 
the COMMON start address is 
resolved to the first doubleword 
boundary after the reserved area 
at the beginning of the area 
specified by the F+displacement 
in the PH^iSE card. 

address ; The absolute storage 
address of. the partition in 
which the link-edited program -is 
to be executed. It may be 
specified by: X'hhhhhh' (four 
to six hexadecimal digits), 
dddddddd (five to eight decimal 
digits), or nnnnK (n is two to 
four digits). For example, an 
address may be specified as +32K 
or +X'8000' or +32768. The 
origin of the phase is on the 
first doubleword boundary after 
t*ie sum of address, the 
adjustment for the save area 
requirements, the label area and 
.the length of the COMMON area, 
if applicable. 

Indicates that the Automatic 
Library Lookup (AUTOLINK) feature 
is suppressed for both the private 
and system relocatable libraries. 
AUTOLINK collects each unresolved 
external reference from the phase. 
It then searches the private 
relocatable xxorary (if assigned) 
and then the system relocatable 
library for a cataloged object 
module with the same name as each, 
unresolved external reference. 
When a match is found, the module 
in the private or system 
relocatable library is link-edited 
into the phase. The AUTOLINK 
retrieved module mus,t have an. entry 
point matching the external 
reference in order to' resolve its 
address. Unresolved external 
references are processed 
sequentially in alphameric order. 
Object-module cross references with 
labels identical to library 
object-module entry-point labels 
are erroneous. The use of the 
NOAUTO operand in a PHASE statement 
causes the AUTOLINK process to be 
suppressed for that phase only. 
(Also see ACTION Statement.) 



SVA Indicates that the phase is 

SVA-eligible. This means that the 
phase must be reenterable and 
relocatable (link-edited for 
loading by the relocating loader). 
When this phase is cataloged into 
the system core image library, the 
linkage editor will also have the 
phase loaded into the SVA if the 
phasename was listed in the SDL 
with an SVA operand. If the 
linkage editor finds, that a phase 
that is specified with the SVA 
operand is not relocatable, an 
error message is issued and the SVA 
operand is ignored, 

PEDY Indicates that the phase is to be 

link-edited on a. page boundary. If 
the cutrent link-edit address is 
not aligned on a page boundary, the 
linkage editor uses the next higher 
page boundary address*' 

Note: .It is not recommended that 
PBEY be specified for the first or 
only phase of a program. 

Some -examples of PHASE statements follow. 



PHASE PHNAME,*+504 

This causes loading to start 50H bytes past 
the end of the previous phase. 



PHASE PHNAME3,PHNAME2 

This causes loadini^ to start at the same 
point where the Idading of phase PHNAME2 
started. 

PHASE PHNAME,ROOT 

Loading begins at the first doubleword 
after the beginning of the partition, the 
partition save area, the label save area 
(if any), and the area assigned to the 
COMMON pool (if any). When the PHASE 
statement contains a ROOT origin, this 
PHASE statement raus.t be the first PHASE 
statement read by the linkage editor. 
Otherwise, it is treated as a symbol. 



PHASE PHNAME,CSECT1(PHNAME2) 

This causes loading to start at the point 
where CSECTl was loaded. CSECTl, the named 
control sectioni must have appea'red in the 
phase named PHNAME2. 



PHASE PHNAME,F+X'606O" 

This causes loading to start at 24K plus 
the length of the save area and label area. 
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•PHASE PHNAME,F + 32K 

This causes loading to start at 32K plus 
the length of the save area and label area. 

PHASE PHNAME1,F+30K 
PHASE PHNAME2,* 
PHASE PHNAME3,PHNAME2 



The first phase (PHNAMEl) of the preceding 
series is loaded starting at 3 OK plus the 
length of the save area and label area. 
The second phase (PHNAME2) of the series is 
loaded at the end of PHNAMEl. The third 
phase (PHNAME3) is loaded at the same 
address as was PHNAME2, that is, at the end 
of PHNAMEi. 

liote: In each of the preceding examples, 
if the origin address supplied is not on a 
doubleword boundary, the linkage editor 
automatically increments to the next 
doubleword boundary. 

The linkage editor allows the inclusion 
of the same control section within each of 
several phases. If a control section 
(CSECT) appears in a ROOT phase, it does 
not appear in any other phase. (This does 
not apply to control sections that begin 
with the letters IBM.) A duplicate control 
section within the same phase will be 
ignored. 

As external references occur in a phase, 
they are resolved preferentially with the 
entry point within the ROOT phase (if any) , 
or the last previous occurrence of this 
entry point. For example, the coding 



ST^T 



DC V(B) 



CSECT 




.V(B) 



Whereas the coding 
A START 
E CSECT 
A CSECT 

DC V(B) 

B CSECT 

END 



when used as a module in two phases has the 
same result. When the module is part of 
the ROOT phase, the external reference 
[DC V(B)1 is resolved with the entry point 
within the ROOT phase (B CSECD . When the 
module is not part of the ROOT phase, the 
external reference is resolved with the 
last previous occurrence of this entry 
point. Since the CSECT labeled B is 
defined in this phase before the reference 
is given, the external reference is 
resolved in the same phase. No problem 
arises from defining duplicate CSECTs' in 
the same phase, since these are ignored. 



END 

when used as a module in two phases has two 
different results. When the module is part 
of the ROOT phase, the external reference 
[DC V(B)] is resolved with the entry point 
within the ROOT phase (B CSECT) . When the 
module is not part of the ROOT phase, the 
external reference is resolved with the 
last previous occurrence of this entry 
point. Since the reference is given before 
the CSECT labeled B is defined in that 
phase, it is resolved with the CSECT 
labeled B in the ROOT phase. 



V(B) 



V(B) 



98 Dois/VS System Control Statements 



This method of coding redefines the 
sequence of ESD information to allow valid 
cross reference by the linkage editor. 
This is also true in AUTOLINK mode, except 
for the case of privileged external 
references (external references whose 
labels begin with the letters IJ) . For 
those references, if the resolution is not 
possible within the current phase or ROOT 
phase, then the AUTOLINK function is 
performed on this external reference at the 
end of the phase, and the other previously 
defined phases are not examined for 
possible resolution. If NOAUTO is 
specified, the IJ prefix is not privileged. 



INCLUDE Statement 



If both operands are present, the object 
itiodule is read from the relocatable library 
and the indicated control section (s) are 
extracted. 



The placement of the INCLUDE statement 
determines the position of the module in 
the program phase. An included module (in 
the relocatable library) can be preceded by 
one or more additional INCLUDE statements. 



The format of the INCLUDE statement is: 

INCLUDE [modulename] [, (namelist) ] 

At least one blank must precede INCLUDE. 



INCLUBE indicates that an object module is 
to be included for editing by the linkage 
editoir. It has two optional operands. 
When both operands are used, they irust be 
in the prescribed order. When the first 
operand is omitted and the second operand 
is used, a comma. must precede the second 
operand. The first operand indicates that 
the input is in the relocatable library. 
The second operand indicates that the input 
is in submodular structure. The names 
appearing in the namelist (second operand) 
are the names*- of selected control sections 
froir which a phase is to be constructed. 

If both operands are omitted, the object 
module to be included is assumed to be on 
SYSIPT. Job control copies it onto SYSLNK. 
Each series of relocatable modules on 
SYSIPT must be terminated by a /* control 
statement. INCLUDE statements with blank 
operands are recognized only on SYSRDR. 

If only the first operand is present, 
the object module is assumed to be in 
either the private or the system 
relocatable library.. The linkage editor 
first searches the private relocatable 
library (if assigned) and then the system 
relocatable library for the module. The 
module name must be the same as that used 
when the module was cataloged in the 
library'. Including modules from the 
relocatable libraries permits -the 
programmer to include standard subroutines 
in his program at link-edit time. 

If only the second operand is present, 
the object module to be included is assumed 
to.be in the input stream (SYSLNK). The 
linkage editor reads the object module and 
extracts the control section (s) indicated 
by the second operand of the INCLUDE. 

Notes If this option is elected, the 

module , must be preceded by an INCLUDE 

statement with a blank operand in order for 

)b control to place the module on SYSLNK. 



modulename 

Symbolic name of the module, as 
used when cataloged in the 
relocatable library. It consists 
of one to eight alphameric 
characters. 

(namelist) 

The linkage editor constructs a 
phase from only the control 
sections specified. The namelist 
is in the following format. 

(csnamel,csname2, . . . ) 

Entries within the parentheses are 
the names of the control sections 
that will be used to constitute a 
phase. When the namelist option 
is used and only selected control 
sections ^re included in a phase, 
a submodular phase is created. 
The counterpart of a submodular 
phase is a normal phase. A normal 
phase contains all control 
sections of one or more object 
modules. It is possible to 
include within the same phase an 
object module(s) without the 
namelist option and an object 
module(s) specifying the namelist 
option. The total number of 
control sections in a namelist 
cannot exceed. five; however, any 
number of INCLUDE statements can 
be used. 



Modules in the relocatable library can be 
nested by using INCLUDE statements up to c 
depth of five (level of six) . Modules 
included by INCLUDE statements read from 
SYSRDR are referred to as being in the 
Ii£st_level. Modules included by 
statements in the first level are at the 
second level. Modules included by 
statements in the second level are at the 
third level, and so on up to six levels. 
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Subrnodular structure 

When -several control sections are compiled 
together in one object module, it is 
sometimes desirable to break them up into 
several phases at link-edit time. This is 
done by using a PHASE statement followed by 
an INCLUDE statement with the naroelist 
option. For example, in the sequence 

PHASE PHNAMEl,* 

INCLUDE , (CSECT1,CSECT3) 

PHASE PHNAME2,* . 

INCLUDE , (CSECT2,CSECT5) 

PHASE PHNAME3,PHNAME2 

INCLUDE , (CSECTa,CSECT6) 

the linkage editor structures the next 
module composed of CSECT1-CSECT6 in three 
overlays as shown- 



that module are in the relocatable library. 
In this structure, the required control 
sections (in the relocatable library) 
immediately follow the last INCLUDE 
statement. For example, in the sequence 



PHASE PHNAMEl,* 

INCLUDE MODNAMEl, (CSECT1,CSECT3) 

PHASE PHNAME2,* 

INCLUDE MODNAMEl, (CSECT2,CSECT5) 

PHASE PHNAME3,PHNAME2 

INCLUDE MODNAMEl, CCSECTU, CSECT6) 



the linkage editor structures the next 
module (cataloged in the relocatable 
library under MODNAMEl) composed of 
CSECTl-CSECTS into the same three overlays 
as shown in the preceding example. 



PHNAMEl 



CSECTl 



CSECT3 



PHNAME2 



CSECT2 



CSECT5 



PHNAME3 



CSECT4 



CSECT6 



The absence of the first operand in the 
INCLUDE statement indicates that the 
control sections are to be incorporated 
frorc the next succeeding module in the 
input stream. 

The preceding sequence of PHASE and 
INCLUDE Statements may be read by job 
control onto SYSLNK in one of two ways: 

• If the PHASE and INCLUDE statements are 
on SYSRDR, an INCLUDE statement with a 
blank operand must follow the sequence 
to read the module (on SYSIPT) 
containing CSECT1-CSECT6 onto SYSLNK. 

• If the PHASE and INCLUDE statements are 
on SYSIPT (immediately preceding the 
module) , an INCLUDE statement with a 
blank operand on SYSRDR directs job 
control to read everything onto SYSLNK 
from SYSIPT down to the /* statement. 

PHASE and INCLUDE statements can also be in 
the relocatable library. This implies that 
subrnodular phases can be constructed from 
modules in the relocatable library. If 
PHASE and INCLUDE statements come from the 
relocatable library (via an INCLUDE 
MODNAME) , then the control sections for 



If MODNAMEl contains an INCLUDE 
statement, the linkage editor interprets 
this to mean that the module to be included 
should also be searched for the control 
sections requested in the namelist. For 
example, in the relocatable library if 
MODNAMEl -contains 

INCLUDE MCDNAME2 

CSECT3 

CSECT5 

CSECT6 

and in the relocatable library M0DNAME2 
contains 

CSECTl 
CSECT2 
CSECTU 

upon encountering an 

INCLUDE MODNAMEl, (C'SECT1,CSECT3) 

statement, the linkage editor goes to 
MODNAMEl and finds INCLUDE M0DNAME2. The 
linkage- editor then goes to M0DNAME2 and 
extracts CSECTl and returns to MODNAMEl and 
extracts CSECT3. 

A nonsufcmodular INCLUDE statement may be 
placed before or after a submodular INCLUDE 
statement. This results in the addition of 
the included module into the phase at the 
point the INCLUDE statement is encountered. 
For example, if MODI contains CSECTU and 
CSECT5, the sequence 

PHASE' PHNAMEl , * 
INCLUDE , (CSECrl,CSECT3) 
INCLUDE MODI 

(Object module containing CSECTl and 
CSECT3) 

results in the following structure: 
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PHNAMEl CSECTl , 
C SECT 3 
CSECT4 
CSECT5 

while the sequence 

PHASE PHNAMEl,* 

INCLUDE MODI 

INCLUDE , (CSECTl, CSECT3) 

(Object module containing CSECTl and 
CSECT3) 

results in the following structure: 

PHNAMEl CSECT4 
CSECT5 
CSECTl 
C SECT 3 

Note; Both of the following stateirents 
produce the same result. 



INCLUDE 
INCLUDE 



, (CSECTl, CSECT3) 
, (CSECT3, CSECTl) 



That is, CSECTl and CSECT3 are in storage 
in that sequence. This is because the 
linkage editor extracts control sections in 
the order in which they appear in the input 
stream, not as they are ordered in the name 
list. In order to have CSECT3 physically 
locaited ahedd of CSECTl in storage, two 
INCLUDES must be used: 

INCLUDE , (CSECT3) 
INCLUDE , (CSECTl) 

As no diagnostic is given if a control 
section,, specified in the namelist, is not 
present in the indicated module, you can 
inspect the MAP supplied by the linkage 
editor to determine if the proper control 
sections are in the correct phases. 

ENTRY Statement 

Every program, as input for the linkage 
editor, is terminated by an ENTRY 
statement. Its format is: 



ENTRY 



[entrypoint] 



At least one blank must precede ENTRY. 

entrypoint Symbolic name of an entry 

point. It must be the name of 
a CSECT or a label definition 
(source ENTRY) defined in the 
first phase. This address is 
used as the transfer address 
to the first phase in^ the 
program. If the operand field 
is blank, the linkage editor 
uses as a transfer address the 
first significant address 
provided in an END record 



encountered during the 
generation of the first phase. 
If no such operand is found on 
the END card, the transfer 
address is the load address of 
the first phase. 



It is necessary to supply the ENTRY 
statement only if a specific entry point is 
desired. Job control writes an ENTRY 
statement with a blank operand on SYSLNK 
when EXEC LNKEDT is read to ensure that an 
ENTRY statement will be present to halt 
link editing. 



ACTION Statement 



This statement is used to indicate linkage 
editor options. When used, the statement 
must be the first linkage editor record(s) 
in the input stream. If multiple operands 
are required, they can be placed in 
separate ACTION statements or in one ACTION 
statement separated by commas. Its foraiat 
is: 

ACTION /REL H, CLEAR] f , MAP 1 [,NOAUTOl 
\NpRELf L/NOMAPj 
[,CANCEL]r,BG'| 
L»FnJ 



At least one blank must precede ACTION. 

.-■^ 

CLEAR- Indicates that the unused portion 
of the cere image library will be 
set to binary zero. before the 
beginning of the linkage editor 
function. CLEAR is a time- 
consuming function. It should be 
used only if it is necessary to 
fill areas defined by DS statements 
with zeros. 

MAP Indicates that SYSLST is available 
for diagnostic messages. In 
addition, a map of virtual storage 
is printed on sYSLST. The map 
contains the name of every entry 
within each CSECT and the name of 
every CSECT within each phase. 

NOMAP Indicates that SYSLST is not 
available when performing the 
link-edit- function. Storage 
mapping is not performed and all 
linkage editor error diagnostics 
are listed on SYSLOG. 

NOAUTO Indicateis the AUTOLINK function is 
to be suppressed during the link 
editing of the entire program. 
AUTOLINK will be suppressed for 
both the private and the system 
relocatable libraries. 
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Note: When a WX is encountered, it 
is treated in the same manner as an 
EXTR«, NOAUTO. 

CANCEL Cancels tehe job automatically if 
any of the errors 21001 through 
21701 occur. If this option is not 
specified, the job continues. 

BG , Sets the end-of-supervisor 
Fl address used in linkage editor 
F2 calculations to the beginning of 
F3 the virtual partition specified, 
FU plus the length of the label area 
and of the save area. The end-of- 
supervisor address in the 
communica- .tion region is not 
changed. f 

The BG, Fl, F2, F3, and Ft operands 
link edit a program to execute, in a 
partition other than that in which 
the link edit function is taking 
place. Programs that have a phase 
origin of S (or * for the first 
phase of a program) are originated 
to the specified virtual partition. 

Use of the ACTION BG statement is 
possible only in a system support- 
ing more than one partition and the 
private core image library option 
when the linkage editor is execu- 
ting in a foreground partition- 
Use of the ACTION Fn statement in a 
multiprogramming environment 
requires that the partition be 
allocated. If these operands are 
used in a non-rinultiprogramming 
environment, they are ignored. If 
none of these operands are present, 
the program is link edited to 
execute in the virtual partition or 
in its associated real partition in 
which link-editing takes place, 
unless otherwise specified in the 
PHASE statement. 

REL Indicates that the phase (s) 

produced during this execution of 
the linkage editar is (are) to be 
road^ relocatable, if possible. The 
format of the- origin specified in 
the PHASE statement determines 
whether or not a relocatable phase 
can be produced. (Refer to the 
origin operand in the PHASE 
statement.) If support for the 
relocating loader was generated in 
the supervisor, ACTION REL is the 
default. At program execution 
time, a relocatable prograitr can be 
loaded into any partition. For a 
more detailed description of the 
relocating loader and its use, 
refer to the pos/VS System 
Management Guide , ~GC 33-5371. 



NOREL Indicates that the phase (s) 

produced during this execution of 
the linkage editor is (are) not to 
be made relocatable. If support 
for the relocating loader was not 
generated in the supervisor, ACTION 
NOREL is the default. 

An ACTION statement flagged as invalid (as 
the result of an invalid operand, etc.), 
ignores all subsequent ACTION statements 
submitted during the job. 

The ACTION statement is not required. 
If the MAP option is specified, SYSLST must 
be assigned. If the statement is not used 
and SYSLST is assigned, MAP is assumed and 
a map of virtual storage and any error 
diagnostics are printed on SYSLST. If the 
statement is not used and SYSLST is not 
assigned, NOMAP is assumed. 

The following information is contained 
in the storage map. 

1. The name of each phase, the lowest and 
highest virtual storage locations of . 
each phase, and the hexadecimal disk 
address where the phase begins in the 
core image library. 

2. An indication if the phase is a ROOT 
phase, or if a phase overlays the ROOT 
phase in any tSay (designated by 
OVEROOT) . 

3. The length of COMMON, if appropriate. 

4. The names of all CSECTs belonging to a 
phase, the address where each CSECT is 
loaded, and the relocation factor of 
each CSECT. 

5. All defined entry points within a 
CSECT. If an entry point is 
unreferenced, it is flagged with an 
asterisk (*) . 

6. The names of all external references 
that are unresolved. 

7. The transfer (execute) address of each 
phase. 

8. An indication that the phase is 
relocatable, self- relocating, not 
relocatable, or SVA eligible. 

9. Warning messages are printed if: 

• The ROOT phase has been overlaid; 

• A possible invalid entry point 
duplication occurred; 

• The ENTRY or END statement contained 
an invalid (undefined) transfer 
label; 
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• At least one control section had a 
I'ength of zero; 

• The. assembled origin on an RLD 
statement was outside the limits of 
the phase; 

• An address constant could not be 
resolved. 

These, messages may or may not indicate 
actual programming errors. If NOMAP is 
operational, the warning messages are not 
printed- ' 

The difference between specifying NOAUTO 
in a PHASE statement and specifying ACTION 
NOAUTO. The NOAUTO operand in a PHASE 
statement indicates to the Linkage Editor 
that AUTOLINK is to be suppressed for that 
phase only. If an entire program requires 
NOAUTO, then specifying ACTION NOAUTO 
cancels AUTOLINK during link editing of the 
entire program, thereby eliminating the 
necessity of specifying NOAUTO in ea'ch 
PHASE statement. 



Figure 12 shows a storage map and a 
diagnostic listing produced on SYSLST. For 
the line numbers referred to in the 
following discussion, see Part 1 of Figure 
12. 



1. Line 1 (ACTION TAKEN). MAP a.nd REL 

have been specified on separate ACTION 
cards. Had NOAUTO been specified, it 
would also appear on-this line. 



2. Lines 3, 13, 15, 17, 19, 21, 23, 25, 
and 27. These lines are printed when 
the statement is read by the linkage 
editor. 

When, a module is included from the 
relocatable library, it is riot possible to 
guarantee that the sequence identification 
printed in columns 8-15 is that of the 
record printed. This occurs because the 
MAINT librarian program reblocks the 
content of the cards to a roorfi compressed 
format. 



r — ■ — — — 

I JOB NO NAME 31/07/74 

I . 

1 ACTION TAKEN MAP REL 

ILIST INCLUDE IJBSL2 

I LIST INCLUDE IJBMIN 

JLIST PHASE MAINT, +0, NOAUTO 

ILIST INCLUDE IJJCPDIN LIOCS 

I LIST INCLUDE IJBMUP 

ILIST INCLUDE IJBMIO 

I LIST INCLUDE IJBMCS 

ILIST INCLUDE IJBLBC 

ILIST INCLUDE IJBLBA 

I LIST INCLUDE IJBMDU 

I LIST INCLUDE IJBMDS 

I LIST INCLUDE IJBLBE 

I LIST PHASE MAINTR2, MAI NTSUB, NOAUTO 

I LIST INCLUDE IJBLBD 

I LIST PHASE MAINTDR, MAINTSUB , NOAUTO 

I LIST INCLUDE IJBLBF 

ILIST PHASE MAINTS 2, MAI NTSUB, NOAUTO 

ILIST INCLUDE IJBLBN 

ILIST PHASE MAINTP2, MAINTSUB, NOAUTO 

ILIST INCLUDE IJBLBL 

I LIST PHASE MAINTA, MAINTSUB, NOAUTO 

I LIST INCLUDE IJBLBM 

ILIST PHASE MAINTCL, MAI NTSUB, NOAUTO 

I LIST INCLUDE IJBLEG 

I LIST PHASE MAINTCN, MAI NTSUB, NOAUTO 

ILIST INCLUDE- IJBLBQ 

I LIST PHASE MAINTUP, MAINTSUB, NOAUTO 

I LIST ENTRY 



DOS LINKAGE EDITOR DIAGNOSTIC OF INPUT 



INITIALIZATION 



I/O MODULE 
DISK ADDRESS UPDATE ROUTINE 
DISK I/O ROUTINE 
CARD SCAN ROUTINE 
LIBRARIAN ERROR ROUTINE 
MAINT FETCH ROUTINE 
DIRECTCRy UPDATE ROUTINE 
DIRECTORY SCAN ROUTINE 



LNK00020 
03000000 



MAINTR2 



•MAINTDR 



MAINTS 2 



MAINTP2 



MAINTA 



MAINTCL 



MAINTCN 



MAINTUP 



06000000 
09000000 
12000000 
PM 15000000 
18000000 
21000000 
27000000 
33000000 



Figure 12. Storage Map (Part 1 of 3) 
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l/b7/7l» PHASE XFR-AD LOCORE HICORfi DSK-AD 


ESD TYPE 


LABEL 


LOADED 


REL-FR 




MAINT 00099A 000000 0015D7 029 13 


01 CSECT 


IJJCPDIN 


000000 


000000 


SELF RELOCATING 




ENTRY 


IJJCPD3 


000000 








CSECT 


IJBMUPitO 


000298 


000298 






ENTRY 


DKADUP 


000298 








ENTRY 


VIJBMUP 


000300 








CSfiCT 


IJBMI0«»0 


000308 


000308 






ENTRY 


RDENT 


000308 








ENTRY 


WTFMENT 


00031U 








ENTRY 


WTDATENT 


000358 








ENTRY 


lOSTART 


000308 








ENTRY 


VIJEMIO 


000<418 








CSECT 


IJEMCS50 


000>t(t8 


000448 






ENTRY 


CSSTART 


000418 








ENTRY 


CSCCNT 


0004F2 








ENTRY 


NEWREAD 


ooouea 








ENTRY 


IJSYSIN 


000668 








ENTRY 


END JOB 


000582 








ENTRY 


INPUT 


00072U 








ENTRY 


EOF 


000560 








ENTRY 


P2ECF 


000564 








ENTRY 


SETOF 


00057c 








ENTRY 


INPUTl 


000722 








♦ ENTRY 


COMMBYTE 


00080F 








ENTRY 


VIJEMCS 


000814 








ENTpY 


STATTAB 


0006E2 








CSECT 


IJBERRttO 


000828 


00828 






ENTRY 


ERSTART 


000828 








ENTRY 


AREA 


000875 








ENTRY 


IJSYSLS 


0008F8 








* ENTRY 


ASA 


000873 








ENTRY 


SKIPMV 


00083A 








ENTRY 


COUNT 


000872 








ENTRY 


VIJELBC 


0008P0 








CSECT 


IJBHNT.ai 


000990 


000990 






ENTRY 


INITABLE 


000BD4 








♦ EiNTRY 


BEGINS 


00099A 








ENTRY 


BEG INN 1 


00099C 








ENTRY 


PCIIEXT 


OOOBFD 








ENTRY 


PRELEXT 


OOOCOl 








ENTRY 


PSSLEXT 


000C05 








ENTRY 


MNTLP 


OOOBCC 








ENTRY 


MNTRETN 


0009F0 








CSECT 


IJEMDU50 


0O0D80 


000D80 






ENTRY 


VIJBMDU 


000F40 








ENTRY 


TRACKS 


000E63 








ENTRY 


SSRECD 


000F3B 








ENTRY 


RLRECD 


000F3C 








ENTRY 


PLRECD 


000F3A 







Figure. 12. Storage Map (Part 2 of 3) 
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l/07/7«l PHASE 


XFR-AD LOCORE HICORE DSK-AD 


BSD TYPE 


LABEL 


LOADED 


REL-FR 
















ENTRY 
ENTRY 


DUSTART 
DUOLD 


000D8b 
Q00ED6 


















CiSECT 

ENTRY 
ENTRY 
ENTRY 
ENTRY 
ENTRY 


rJBMDS<(0 

VIJBMDS 

MAINTSUB 

DSSTART 

DSCONT 

REACNXT 


000F58 
OOlOOt 
001018 
O00F58 
OOOFDO 
ObOF64 


d00F5 8 
















CSECT 
ENTRY 
ENTRY 


IJEMIN50 

VIJBMIN 

INSTART 


001018 
001 3C0 
001018 


001018 






MAINTR2 
MAXNTDR 


001022 
001022 


001018 
001018 


00208F 
P01F07 


02A 00 01 
02A 'OO 06 


CSECT 
CSECT 

ENTRY 
■♦ ENTRY 


IJBMARUb 
IJBMDR40 
HAINDIR 
DRSTART 


001018 
OOI6I8 
001260 
001022 


001018 
001018 


NOT 
NOT 


RELOCATABLE 
RELOCATABLE 


IIAINTS2 


001022 


001018 


0021fA 


02A 01 00 


CSECT 

♦ ENTRY 


BEGIN 
CATENT' 


001018 
001022 


001018 


NOT 


RELOCATABLE 


MAINTP2 


001022 


001018 


00193C 


02A 02 03 


CSECT 

ENTRY 
* ENTRY 


BEGIN 
NOEOF 
CATALP 


001018 
0014112 
001022 


001018 


NOT 


RELOCATABLE 


HAINTA 


001022 


001018 


002FD7 


02A Oi 06 


CSECT 


IJBMAAitl 


001018 


001018 


NOT 


RELOCATABLE 


I4AINTCI 


001022 


001018 


00158!» 


02A 00 02 


CSECT 


IJBHCL40 


001018 


001018 


NOT 


RELOCATABLE 


IHAINTCN 


001022 


001018 


002817 


02A OH 04 


CSECT 


IJBCON50 


0Q1Q18 


P01018 


NOT 


RELOCATABLE 


I4AINTUP 


091022 


001018 


002CE7 


02A OS Oit 


CSECT 
CSECT 


IJfiUPDSO 
BOOK 


001018 
0029BP 


001018 
001018 


NbT 


RELOCATABLE 



Figure 12. Storage Map (Part 3 of 3) 
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Linkage Editor Input Considerations 



Linkage Editor Job Setup 



The storage requirements for a link-edit 
run depend on: 



• Input to the linkage editor (number of 
PHASE statements and number of ESD 
items) . 

• Whether $MAINDrR (the phase that is 
called by the linkage editor and 
librarian programs to maintain the core 
image directory) runs in the SVA or not. 

Note; It is .assumed that $LIESTAT (the 
phase that prints out the status report 
of the libraries) runs in the SVA if 
$MAINDIR does. 

• The start address of the linkage editor 
during execution, (Th^ work area for 
the linkage editor starts on a IK 
boundary, whilie the linkage table starts 
On a page boundary. In the following 
storage estimate formula, the worst case 
is assumed, that is, the maximum storage 
amount of 2K is used to ensure correct 
alignment.) 

In a, virtual partition of 64K with $MAINDIR 
running in the SVA the linkage editor can 
process at least 50 phases with a total 
number of 1700 unique ESD items. 

A unique ESD item is defined as being an 
occurrence in the control dictionary. All 
symbols that appear in the MAP are unique 
occurrences. A symbol that occurs several 
times in the input stream is normally 
incorporated into a unique ESD item. 
However, if the. same symbol occurs in 
different phases (for example, control 
sections), each resolved occurrence of the 
symbol within a different phase is a unique 
ESD item. 

You can use the following formula for 
storage estimates. If the relation is 
satisfied, then you have enough address 
space for the link-edit run. 

26,900 + M + ST + 52 * x + 20 * y < P 

where M = if $MAINDIR runs in SVA 
10,240 if $MAINDIR runs in 
partition 

ST = 30 * X if 30 ♦^ X < 20a8 
2048 if 30 * X > 204 8 

X = number of PHASE statements 

y = total number of unique ESD items 

P = available storage in partition. 



When link editing in the foreground, a 
private core image library (SYSCLB) must be 
uniquely assigned to the partition. The 
program phase (output of the linkage 
editor) is put in the private core image 
library. In the background, the linkage 
editor can put a phase in either a private 
or the system core image library. If 
SYSCLB is uniquely assigned in the 
background, the linkage. editor output is 
put in the private core image library. If 
SYSCLB is not assigned, the system core 
image, library is used. 

When performing a link-edit function, 
the following system and programmer logical 
units are used. SYSRDR and SYSIPT may 
contain input for the linkage editor. Phis 
input is written onto SYSLNK by job 
control. 



Unit Function 

SYSRDR Control statement input (via Job 

Control) 

SYSIPT Module input 

SYSLST Programmer messages and listings 

SYSLOG Operatdr messages 

SYSLNK Input to the Linkage Editor 

SYSOOl Workfile 



In normal operations, all preceding logical 
units must be assigned. In a unique 
circumstance (when all modules to be 
link-edited are in the relocatable 
library) , SYSIPT would riot need to be 
assigned. 

If output from the linkage editor is to 
be placed in a private core image library, 
the following symbolic unit is also 
required; 

SYSCLB The private core image library 

A link-edit job is set up in the following 
manner . 



Control 
Statement 

// JOB 



f/ ASSGN 



Remarks 

Required only if this is the 
first job step of a job.. 

Required only if device 
Assignments are to differ 
from the .system standard 
assignments i Units that can 
be assigned are SYSRDR^ 
SYSIPT, SYSLST, SYSLNK, and 
SYSOOl. 
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Required if output of 
linkage editor is to be 
placed iji a private core 
image library. . 

OPTION statement roust follow 
the ASSGN statement (if any) 
for SYSLNK. 

Optional ACTION statement 
(with appropriate operands) 
must precedie the first 
linkage editor control 
statement. 

As many PHASE and 
INCLUDE statements as are 
required are used to 
construct phases from the 
modules input to the linkage 
editor. 

Optional statement to 
provide a transfer address 
for the first phase. 

LBLTYP statement (if 
required) to define the 
amount of storage to be 
reserved at link-edit time 
for processing of tape or 
nonsequential DASD file 
labels in the virtual 
Storage partition. 



// EXEC LNKEDT EXEC statement to call the 

linkage editor from the core 
image library. Job control 
creates an ENTRY statement 
on SYSLNK to ensure its 
presence to halt link 
editing. 



ASSGN SYSCLB 



// OPTION 



ACTION 



PHASE 
INCLUDE 



ENTRY. 



// LBLTYP 



/6 



End-of-job statement. 



When link- editing multiple object modules 
into one program phase, make sure that the 
linkage editor selects the intended entry 
point. Eithei;, specify or place the main 
control section first in the linkage editor 
input, or use a linkage editor ENTRY 
statement with the name of the main control 
section as the entry-point operand. 



Escample of Linkage Editor Input 
and Output 

The program shown in Figure 13 illustrates 
the: rules governing input for the linkage 
editor and shows the output obtained. 
Though this exampl? is somewhat more 
complex than the normal program, by 
following the flow of the input, one can 
find practically every situation that may 
arise. 



, The leftmost block shows control 
statements being read by job control from 
SYSRDR. The next block is' read by job 
control from SYS I PT and contains an object 
module (module i) and a i^ource module to be 
assembled. The next block shows the output 
from job control otj. SYSLNK, which is the 
input to the linkage editor.- The next two 
blocks represent two levels in the 
relocatable library.^ The rightmost block 
shows the output' phases,-as they appear in 
the temporary portion of the core image 
library after, the execution of the linkage 
editor function. A detailed sequehce of 
events follows* 



Linkage editor control 'statements are 
read by job control from SYSRDR and are 
copied on SYSLNK until an INCLUDE statement 
with a blank first operand is read. This 
statement is not copied on SYSLNK. 
Instead, job, control copies the module on 
SYSIPT onto SYSLNK until a /♦ statement is 
read. Job control then reads from SYSRDR. 
An assembly is executed and its output is 
written directly on SYSLNK. (It is assumed 
that LINK was specified in an OPTION 
statement preceding, the linkage editor 
control statements.) Job control then -, 
writes the ENTRY statement with a transfer 
label for CS A on SYSLNK and issues a fetch 
for the linkage editor. 



The linkage_editor reads from SYSLNK and 
starts to create ^ program. An INCLUDE 
statement with a first operand signals the 
linkage editor to access the relocatable 
library. This is the first level of an 
Include. m the first level of the 
relocatable library, ^the linkage editor 
reads an INCLUDE (for the second level) and 
performs this inclusion. As no INCLUDE is 
present in; the second level, control is 
returned to the calling input level. This 
process is repeated for the next INCLUDE . 
Note that the namelist specif ies- only GS C 
is wanted. 



After the inclusion of the module at the 
first level, control is returned to SYSLNK 
where 6 new phase is encountered. The 
control sections are. read from SYSLNK and" 
added to PHASE2 until the next INCLUDE is 
read. At this time, the linkage editor 
again accesses the. relocatable library, 
performs the inclusion pf MODS into PHASE2, 
and continues reading input from SYSJuiNK. 
Processing continues until the ilNTRY 
statement is reached. 



The split control section (CS E) is 
assigned a contiguous area of virtual 
storage. 
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SYSROR 










lYSIPT 


SYSI.NIC 








p>Coi« Jmigl Library -| 
PHASE1 






niASe PHASE1 




-» 


ESOmodultl 




PHASE PHASE 1 


Lmril 




LtMl 2 




INCLUDE MOOS 


TXTCSE 


INCLUDE MOD2 


». 


INCLUDE MODS 


■ ,1 


KOmodultS 




CSA 




4 1 




*\ 


PHASE PHASE2 


TXTCSF 


PKASE PHASES 




INCLUDE M004 


!^— 






TXTCSA 


CSB 


INCLUDE 


4 1 


TXTCSE (coot) 


ESOmodultl 


ESD moduli 2 


4- 




TXTCSB 


CSC 


EXEC ASSEMBLY 


*, 




RLO moM* 1 


TXTCSE 


TXTCSp 


RLD moduli 3 


CSD 


ENTRYIriMlCSA 






END modult 1 


TXTCSF 


RLO modul* 2 


END modult 3 


n4ASE2 






/• 




RLO modioli 






ESDmodultS 




INCLUOE,(C) 
ESD moduli 4 




CSE(GOAt) 












ScMirctOwk 
(CSH) 


END moduli 1 


TXTCSG 


TXT CSC 


CSF 






INCLUDE MOOS 


•— ; 


RLO modult B 


TXTCSCl 


CSG 




/• 


ESOAtttmWer 


1 


END modult 6 


RLD modult 4 


CSH 










TXT CSH 






ENDmoduli4 


♦——Output i » 








RLDAMtmUtr 










ENTRYIriMlCSA 




yJobC 















Figure 13. Example of Linkage Editor Input and Output 



108 DOS/VS Sygtera Control Statements 



Librarian 



This section describes the set of programs 
that [naintain<, service, and copy tpe 
libraries of DOS/VS. This set of programs 
is collectively referred to as the 
librarian. 



The system residence (SYSRES) can 
contain four {separate and distinct system 
libraries: 



1- Core image library 



2 . • Relocatable library 

3. Source statement library 

t. Prcjcedure library. 

The core image library is t"he only library 
that is required. 

Figure 14 lists the logical units 
required and used by the librarian 
programs. 
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R = Required 

= Optional dependent upon function specified 

^SYSRtXR is required for job control purposes oply. 

3SYSL0G must not be assigned to a printer 

3lf SYSRDR and SYSIPT are assigned to the same device, SYSIN may be used. 

Figure 14. Logical Units Required and Used by the Librarian Programs 
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Directory 



I Core Image ( Relocatable 



■y- — -: ■ — T- 

I Source Statement | 



Procedure 



■ I NUMBER OF ENTRIES:. | 

I \ 

(2311* I 

I , I 

I (first track | 
I 2314/2319 (other tracks] 
I (last track | 

I , I 

I I first track | 
I 3330/3333 pother tracks| 
I (last track j 

I (first track | 
13340 < other tracks! 
I (last trafck . | 



Variable 



(see Note) 



y- 



335 module, 

340 entries 
339 

555 module 

560 entries 
559 

335 module 

3U0 entries 
339 



265 
270 
269 



book 
entries 



435 book 
440 entries 
439 



255 
260 
259 



book 
entries 



265 
270 
269 

435 
440 
439 



procedure 
entries 



procedure 
entries 



255 I proceduirie 
260 ( entries 
259 



I NUMBER OF TRACKS: 

I ■ : 

12311* 

I 
12314/2319 

I 
I 
13330/3333 

I 
I 
13340 



Variable 
(see Note) 



TRD 


~ 


m+6 
340 


TRD 


= 


ra+6 
560 


TRD 


= 


m+6 
340 



TSD - b+6 
270 

TSD = b+6 
44 

TSD = b+6 
260 



TPI? 


~- 


d+6 
270 


TPD 


= 


d+6 
440 


TPD 


= 


d+6 
260 



y -— 

|m = Total 
|b =f Total 
|d= Total 
I 



number of modules in the relocatable library, 
number of books in the source stateirent library, 
number of procedures in the procedure library. 



I The value TxD is rounded to the next higher integer if a remainder results. 

I" .■■■•■ ■ 

[*The 2311 is supported as a private core image library only. 

I ■ . . ■ ,■' 

I Note: The entries in the core itnage directory are of variable length with a maximum 
I length of 30 bytes. The length of the entries is determined by the information 
I contained in them. The load point at link-edit time, the entry point at link-edit 
jtime, the number of RLD items, the number of additional RLD blocks, and tiie partition 
jstart address at link-edit time are only part of the directory entry under certain 
I conditions. The number of blocks (256 bytes) per' track is 10 for. the 2311 (only 
|£rivate core imajge library), 17 for the 2314/2319, 28 for the 3330/3333, and 16 for the 
13340. - 

Figure 15. Calculation of the Tracks Required for Directories 



Disk Storage Space Required for 
Libraries arid Directories 



You roust determine the amount of space 
allocated to each of the libraries and 
directories. Each library consists of one 
or more complete disk tracks. Each 
directory Occupies the first track (s) of 
the first cylinder allocated to its 
respective library. 



DIRECTORY SIZES 

Figure 15 summarizes the track requirements 
for the core image, relocatable, source 
statement, and procedure directories.'^ 



CORE IMAGE LIBRARY SIZE 

Each track allocated to the core image 
library contains three fixed-length blocks 
on 2311, six fixed-length blocks on 
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23ln/2319, eleven fixed-length blocks on 
3330/3333, or seven fixed-length fcloclcs on 
3340. Each biock contains 102U bytes of 
instructions or data. - For' non-reloc&table 
phases, the core image library contains 
exactly the same information as is loaded 
into virtual storage for execution. For 
relocatable phases, the CIL contains both 
TXT and RLD information. Each phase is 
written beginning in a new block. . The 
number . of tracks required for the core 
image . library can be calculated as follows; 



1. Determine the number of blocks (B) 
required for a phase: 

B = _L . 

102U 

where -L is the total number of bytes in 
the phase (rounded up to a multiple of 
H) plus 4 times the number of RLD items 
(see the assembly listing). The value 
B is rounded to the next higher integer 
if a remainder results. 

2. Determine the total number of blocks 
(Bt) required for all phages in the 
core image library: 

Bt = Bl + B2 + B3 +... .+ Bn 

3. Determine the number of tracks (TCL) 
required to hold all phases in the core 
image library: 



TCL = 


Bt 
n 


where 


n ■ 



= 3 for the 2311 (supported as 
a private core image 
library only) 

6 for the 2314/2319 
11 for the 3330/3333 

7 for the 3340 

Determine the number of cylinders (CCL) 
required to hold the core 
image library and core 
image directory: 

CCL = TCD+TCL 
n 

where n = 10 for the 2311 (supported, as 
a private core image 
library only) 
20 for the 2314/2319 
19 for the 3330/3333 
12 for the 3340 • 

The value of CCL is rounded to the next 
higher integer if a remainder results. 
This calculation is useful when, 
executing MAINT and CORGZ. When 
allocating a SYSRES file, add two, 
tracks for system purposes. 



RELOCATABLE LIBRARY SIZE 

Each track allocated to the relocatable 
library contains 16 fixed-length blocks for 
the 2314/2319, 28 fixed-length blocks for 
the 3330/3333, or 17 fixed-length blocks 
for the 3340. Each block i"s 322 bytes 
long* A number of factors affects the 
packing of information in these blocks. 
The factors include the following , 
variables : 

1, The number of. separate control 
sections. 

2i The use of ds (define storage) 
'• statements, which reserve storage that 
may or may not be utilized for data' 
constants defined in the program. 

3.; Alternation of the location counter 
during assembly (use of "ORG 
statements) . 

The following calculations approximate 
faiirly accurately the library area required 
for typical programs. 



1;.:. 



2. 



Determine the number of blocks (Be) 
required for all cards or statements 
except the actual program text. Assume 
a separate block for each card of the 
following types : 

3: PHASE d. END 

b. INCLUDE e. SYM 

c. REP f . ENTRY 

Let Be equal the total number of cards 
of the above types. 

Determine the number of blocks (Be) 
required for ESD and RLD cards. Assume 
a separate block for every two ESD or 
RLD cards. 

Determine the number of blocks (Bi) 
raquired for the actual instructions or 
data in the TXT- cards. Assume an 
average of 200 bytes of text in each 
block. (A maximum per block, for 
continuously assigned text, is 264 
bytes per block.) Thus: 



Bi 



t o t a 1 _by t e s_o f _ tex t i n_TXT_c a r d s 
200 



4. 



5. 



Determine- the total number of blocks 
(Bn) required for a module in the 
relocatabie library: 

Bn - Be + Bi + Be 

Determine the total number of blocks 
(Bt> ^required to hold all of the 
modules in the library: 

Bf = Bl + B2 + B3. *....+ Bn 
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6. Determine the number of tracks (TRL) 3. 

TRL = Bt 
n 

where n = 16 for the 2314/2319 
28 for the 3330/3333 
17 for the 3340 

The value TRL is rounded to the next 
higher integer if a remainder results. 

7. Determine the number of cylinders (CRL) 4. 
required to hold the relocatable 

library and directory: 

CRE = TRD+TRL 
n 

where n = 20 for the 231U/2319 5. 

19 for the 3330/3333 
12 for the 33U0 



The value CRL is rounded to the next 
higher integer if a remainder results. 



SOURCE STATEMENT LIBRARY SIZE 

Each track allocated to the source 
statement library contains 27 fixed- length 
blocks for* the 2314/2319 or 44 fixed-length 
blocks for the 3330/3333 or 26 fixed-length 
blocks for the 3340). Each block contains 6. 
a maximum of 160 bytes of Source statement 
inforfnation. The source statements are 
compressed before they are written out on 
the source statement library. This 
compression is performed by eliminating -all 
blanks in each source statement. Several 
count bytes indicating the number of blanks 
eliminated are added to each stateirent 
before writing it in the source sta-i;ement 
library. The number of tracks required for 
the source statement library can be 
calculated as follows: 



Determine the number of blocks (Bn)- 
needed to hold the book: 



Bn = N(Ls ) 
160 



The value Bn is rounded to the next 
higher integer if a remainder results. 



Determine the total number of blocks 
(Bt) required to hold all books in the 
library: 

Bt = Bl + »B2 + B3 +....+ Bn 



Determine the number of tracks (TSL) 
required to hold all of the books in 
the source statement library: 

TSL = Bt 

where n = 27 for the 2314/2319 
44 for the 3330/3333 
26 for the 3340 

The value TSL is rounded to the next 
higher integer if a remainder results. 



Determine the number of cylinders (CSL) 
required to hold the source statement 
library and source statement directory: 

CSL. = TSL+TSD 

n 

where n - 20 for the 2314/2319 
19 for the 3330/3333 
12 fpr the 3340 

The value CSL is rounded to the next 
higher integer if a remainder results. 



1. Determine the number of statements (N) 
used to define a book. If the book is 
an edited macro definition produced by 
the assembler, determine the number of 
Statements in the source format 
definition. ~~ 



2. Determine the average compressed 

statement' length (LS) in the book. The 
compressed' statement length 
approximately equals: 

Ls = (Ll+1> +....+ (Lh+1) +3 

where each Ln is the number of bytes in 
each word, of the source statement. For 
the macro slibiibrary (sublibrary E) 
multiply the result by 1.2. 



PROCEDURE LIBRARY SIZE 

Each track allocated to the procedure 
library contains 40 fixed-length blocks for 
the 2314/2319, 61 fixed-length blocks for 
the 3330/3333, or 34 fixed-length blocks 
for the 3340. Eaqh block is 80 bytes long. 
A cataloged procedure consists of one or 
more consecutive blocks, each containing a 
control statement dr data, in uncompressed 
card-image format. The first five blocks 
of the procedure library are save areas for 
currently uninterpreted overwrite 
statements (i block/partition) theit have 
already been read. The number of tracks 
required for the procedure library can be 
calculated as follows: 
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1. Dejtermine the number of blocks (B) for 
a procedure: 

B = N, 

where N is the numbfer of control 
statements and data cards in the 
procedure. 

2. Determine, the total number of blocks 
(Bt) required to hold all the 
procedures in the library,, and add 5 
for the save areas: 

Bt = Bl + B2 + B3 +.... Bn + 5 

3. Determine the number of tracks (TPL) 
required to hold all the procedure 
library: 

TPL = Bt 
h 

where n = 40 for the 2314/2319 
61 for the 3330/3333 
3U,for the 3340 

The value of TPL is rounded to the next 
higher integer if a remainder results. 

4. Determine the number of cylinders (CPL) 
required to hold the procedure library 
and procedure directory: 

CPL = TPD+TPL 

. n 

where n =20 for the 2314/2319 
19 for the 3330/3333 
12 for the 3340 

The value of CPL is rounded to the next 
higher integer if a remainder results. 



GENERAL CONTROL STATEMENT FORMAT 

The librarian control statements are 
similar in format to statements processed 
,by the assembler. The operation field must 
be preceded by one or more blanks. The 
opeiration field must begin to the right of 
coiuinn 1 and must be separated from the 
operand field by at least one blank 
position. The operand field is terminated 
by, the first blank position. It cannot 
extend past column 71. Continuation 
statements are not recognized. 



Maintenance Program 



This section describes the control 
statements that can be submitted to the 
MAINT program, which maintains the core 
image, relocatable, source statement, and 
procedure libraries. Except for the 



reallocation function of MAINT, all control 
statements apply to both system and private 
libraries; the reallocation function, 
however, cannot be used for private 
libraries. 

To invoke the maintenance program, use 
the following job control statement: 

// EXEC MAINT 

One or more of the maintenahcie functions 
for one or moice of the libraries can be 
requested within a single run: 



catalog 

delete 

rename 



condense 

reallocate 

update 



Any number of phases, modules,, books, or 
procedures can be acted upon in one run. 

Note: If POWER/VS or any unending job is 
started with a cataloged procedure^ no 
maintenance functions can be performed on 
the procedure library as long as the job is 
active. 



The follow! 
assigned to pe 
on a private 1 
core image lib 
relocatable li 
private source 
private librar 
perform raainte 
corresponding 



CATALOG 



ng symbolic units roust be 
rform maintenance functions 
ibrary : SYSCLB for a private 
rary, SYSRLB for a private 
brary, and SYSSLB for a 

statement library. A 
y must be unassigned to 
nance functions on the 
system libraries. 



The catalog function, which adds elements 
to a library, is. described in the following 
sections: 

CATALR — to catalog to the relocatable' 

library 
CATALS — to catalog to the source 

statement library 
CATALP -- to catalog to the procedure 

library. 

Note: To catalog to the core image 
library, refer to the chapter Linkage 
Editor, 



CATALR 

The CATALR control statement is used to add 
a module to the relocatable library. The 
CATALR control statement is rea'H from the 
device assigned to SYSIPT and is in the 
following format ! 

CATALR modulenamet, v.m] 
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The operation field contains CATALR. The 
entry in the operand field, modulename, is 
the name by which the rnodule is to be known 
to the control system. The rnodulename is ' 
one to eight characters, the first of "which 
must not be an asterisk. 



Operands in IHCLUDE statements refer to 
modules in the relocatable library. If, 
for example, the preceding calling module 
is cataloged by the name BIGPROG, all , 
irodules referred to in EIIGPROG can be 
link-edited by using the following control 
statements: 



The optional entry in the operand field, 
v.m, specifies the change leve^ at which 
the module is to be cataloged, v may be . 
any decimal number from 0-127. m may be 
any decimal number from 0-255. If this 
operand is omitted, a change level of 0.0 
is assumed. 

A change level can be assigned only when 
a module is cataloged. The change level is 
displayed and punched by the service 
functions. 



// OPTION CATAL 

INCLUDE BIGPROG 
// EXEC LNKEDT 



A calling module may consist only of 
INCLUDE statements. In this case, the 
PHASE statements would precede the included 
irodules. - 



The statements composing, the input for a 
module are described in the Linka3e_Editor 
section. The statements are: 



1. 


PHASE 


2. 


INCLUDE control statement (if 




appropriate) 


3. 


ESD 


4. 


TXT 


5. 


RLD 


6. 


REP 


7. 


END 


8. 


ENTRY 



These statements are read from the device 
assigned to SYSIPT. All input is diagnosed 
by the linkage editor. The CATALR 
statement is recognized but ignored by the 
linkage editor. The END statement 
indicates end of module. 

The ENTRY statement can only be used in 
a module that contains only linkage editor 
control statements and an END statement. 
The ENTRY statement must be the last 
control statement in the module, 'following 
the END statement. 

Normally, modules in the relocatable 
library are output from a language 
translator. However, you can construct an 
artificial module of linkage editor control 
statements, referred to as a calling 
module. The following example illustrates 
a valid calling module: 

PHASE PHNAM1,R00T 
INCLUDE MODULEl 
PHASE PHNAM2,* 
INCLUDE M0DULE2 
PHASE PHNAiyi3,PHNAM2 



ENTRY CSECTNME 
END 



A ninth statement, SYM, can be in the 
linkage editor input. When recognized, 
however, it is bypassed by the linkage 
editor. (The SYM statement identifies the 
symbol ^able output by the assembler as a 
result of specifying SYM in the OPTION 
statement) . 



For the catalog function, SYSIPT miist be 
assigned to a card reader, a tape unit, a 
disk unit, or a 3540 diskette. iSYSLST must 
be assigned to a- printer, a tape unit, a 
disk unit, or a 3540 diskette, and SYSLOG 
must not be assigned to a printer. If 
SYSIPT is assigned to a tape unit, the 
MAINT program assumes that the tape is 
positioned to the first input record. The 
tape is not rewound at the end of job. 



Any number of modules can be cataloged 
in a single run. Each module must 
immediately follow its respective CATALR 
control statement. 



An additional capability of the system 
allows for assembling or compiling a 
program and cataloging it to a relocatable 
library in one continuous run. This is 
done by inserting a CATALR statement in the 
job control input stream preceding the 
phase statement (if present) and the 
assembler/compiler execute statement. The 
CATALR statement is written on the SYSPCH 
file, if SYSPCH is assigned, (on tape, 
DASD, or 3540 diskette) ahead of the 
assembler/compiler output. Then reassign 
the SYSPCH file as SYSIPT ^d ex€jcute the 
MAINT program to perform the catalog 
fttiiction. The output of the assembly/ 
compilation (on tape or. DASD, or 3540 
diskette) may be cataloged immediately or 
it may be cataloged at some later time. It 
can also be held after cataloging as backup 
of the assembly/compilation. 



114 DOS/VS System Control Statements 



CATALS 



The CATALS control statement is used to add 
a book to a sublibrary of the source 
statement library. It is read frpm the 
device assigned to SYSIPT and is in the 
following format. 

CATALS sublib.booknarae[,v.m[,C] ] 



The operation field contains CATALS. The 
qualifier sublib in the operand field 
represents the sublibrary to which the book 
is to be cataloged and can be any 
alphameric character (0-9, A-Z, #, $, and 
a) , representing source statement 
sublibraries. 

The subllb qualifier is required. If 
omitted, the operand is flagged as invalid 
and no processing is done on the book. 

bookname in the operand field represents 
the name of the book to be cataloged. The 
bookname is one to, veight alphameric . 
characters (0-9, A-Z, #, $, and a), the 
first of which must be alphabetic (A-Z, #, 
$, and a). 

The first optional entry in the operand 
field, v.m, specifies the change level at 
which the book ifi to be cataloged, v may 
be any decimal number from 0-127. m may be 
any decimal number from 0-255. If this 
operand is omitted, a change level of 0.0 
is assumed. The change level is displayed 
and punched by the service functions. 

The second optional entry in the operand 
field, C, indicates that change level 
verification is required before updates are 
accepted for this book, providing the v.m 
operand is present on the update card (see 
UPDATE librarian control statement). This 
requirement is reflected in the DSERV 
output by a C appearing in the column 
headed LfiV CHK (level check). 

Books that are to be cataloged in a 
sublibrary of the source statement library 
roust be preceded and followed by special 
statements indicating the beginning and the 
end of a book. 

Macro definitions that are to be 
cataloged in the assembler sublibrary are 
preceded by the MACRO statement and are 
followed by the MEND statement. ftACRO is 
the standard macro definition header 
statement; MEND is the standard macro 
definition trailer statement. 

When books to be retrieved by the 
assembler COPY statement are to be 
cataloged to the assembler sublibrary, the 
assembler END statement should not be 



included in the book. (Assembler does not 
recognize END statements from the source 
statement library. ) 

Books other than macro definitions that 
are to be cataloged in the source statement 
library are preceded and followed by a 
BKEND statement. A BKEND statement must 
precede each book, and a BKEND statement 
must follow each book. If desired, the 
BKEND statement may precede and follow a 
macro' definition (in addition to the MACRO 
and MEND statements) . This is desirable 
when the options provided in the BKEND 
statement are required. The statement is 
in the following format. 

EKEND [sub. book] , tseq-chk] , [count] , [CMPRSD" 



The entry in the operation field is BKEND. 
All operand entries are optional. When 
used, the entries must be in the prescribed 
order, and need appear only in the B^END 
statement preceding the book to be 
cataloged. The first entry in the operand 
field, sub^ook, is identical to the 
operand of the CATALS control statement. 
The second operand seg-chk specifies that 
sequence checking is required. Which 
columns will be checked depends on how this 
operand is specified. Columns 73-78 will 
be checked if SEQNFS is specified, columns 
77-8 will be checked if SEQNCE is 
specified. The count operand specifies the 
number of card images in the book. When 
used, the card input is counted, beginning 
with the preceding BKEND statement and 
including the following BKEND statement. 
If an error is detected in either the 
sequence checking pr the card count, an 
error message is printed. The error can be 
corrected, and the book can be recataloged. 
The CMPRSD operand indicates that the book 
to be cataloged in the library is in the 
compressed format, output arf a result of 
specifying CMPRSD when performing a PUNCH 
or DSPCH service function. 

For the catalog function SYSIPT must be 
assigned to a card reader, a tape unit, a 
disk unit, or a 35U0 diskette, SYSLST must 
be assigned to a printer, a tape unit, or a 
disk unit, and SYSLOG must not be assigned 
to a printer. 

Any number of books may be cataloged in 
a single run. Each book must immediately 
follow its respective , CATALS control. The 
function can also delete an entire 
sublibrary or an entire library. 



CATALP 

The CATALP control statement is used to add 
a procedure to the procedure library.. Any 
number of procedures may be cataloged in a 
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single run. Each procedure must 
irortiediately follow the respective CATALP 
statement. 



Statettient Format : 

CATALP procedurename l,VM=v.ni3 [,EOP=yy] 
f,DATA=Ng 1 
L "^ESJ 

Each control statement in the procedure 
library should have a unique identity. 
This identity is required if .you want to 
modify the job stream at execution time. 
Therefore, when cataloging, identify each 
control statement in columns 73-79 (blanks 
may be embedded) . 



procedurename 

represents the name of the 
procedure to be cataloged. The 
procedurename consists of one to 
eight alphabetic and/or numeric 
characters. The name of the 
procedure must not be ALL and must 
not begin with $$ or with a 
numeric character. 

Procedurenames can be related to 
the partition in which the 
• procedure is intended to be run. 
A partition-related procedurename 
must follow these conventions: 

$B for the BCi partition 
$1 for the Fl partition 
$2 for the F2 partition 
$3 for the F3 partition 
$a for the FU partition. 



VM=v,|!ti specified the change level at 
which the procedure is to be 
cataloged, v. may be any decimal 
number from 0-127. m may be any 
decimal number from 0-255. If 
this operand is omitted, a change 
level of 0.0 is assumed. 

A change level can be assigned 
only when a procedure is 
cataloged. The change level is 
displayed and punched by the 
service functions. 



EOP»yy specifies a two-character 

end-of-procedure delimiter. The 
EOF parameter can be any 
combination of characters except 
/♦, /6, //; it must not contain a 
blank or a comma. The system 
assumes /+ as default 
ehd-of-procedure delimiter. 
Otherwise, you -can omit the EOP 
parameter. 



DATA=YES specifies that a procedure 

contains SYSIPT inline data. 
These procedures can only be 
executed in the extended procedure 
support. 

A procedure to be cataloged into the 
procedure library may consist of job 
control and linkage editor statements and, 
if the supervisor was generated with the 
SYSFIL option, any additional SYSIPT data 
which must be processed under control of a 
device-independent sequential IOCS module 
(for instance, control statements for 
utility programs and service programs, 
source statements for compilers and object 
modules for the linkage editor) . The end 
of a procedure is indicated by the /+ 
end-of-procedure delimiter or by the 
end-of-procedure delimiter as specified in 
the EOP parameter. 

For the catalog function SYSLST must be 
assigned to a printer, a tape unit, a disk 
unit, or a 35U0 diskette, and SYSLOG must 
not be assigned to a printer. If SYSIPT is 
assigned to a tape unit, the MAINT program 
assumes that the- tape is positioned to the 
first input record. The tape is not 
rewound at end of job. 

A sample jpb stream follows. 



// JOB CATPROC 



ASSGN control statement, 
if required 



// EXEC MAINT 

CATALP PROCA,EOP=/$,DATA=YES 



control statements 



SYSIPT inline data 



/* END OF SYSIPI DATA 



control statements 



/$ END OF PROCEDURE 



The following restrictions apply when you 
catalog procedures to the procedure 
library: 

1. A cataloged procedure cannot contain 
control statements or SYSIPT data for 
more than one job. 
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2. If the cataloged control statements 
include the JOB statement, you must not 
have a JOB statement when you retrieve 
the procedure through the EXEC 
statement. Conversely, if the. JOB 
statement is not cataloged, a JOB 
statement must precede the EXEC 
statement that retrieves tlje procedure. 

3. A cataloged procedure must hot include 
any of the following control statements 
because th<5y are not accepted when the 
procedure is processed: 

// ASSGN SYSRDR»X'cuu' 

// RESET S^S 

// RESET ALL 

// RESET SYSRDR . 

// CLOSE SYSRDR»X'cuu' 

// ASSGN S¥SIPT,,X'CUU' 

//RESET SYSIPT only if SYSIPT data is 

included. , 

// CLOSE SYSIPT, X'cuu' 
/6 

U. Cataloged proc^ures cannot be nested, 
that is,, a cataloged procedure cannot 
contain an EXEC statement that invokes 
another cataloged procedure. 



DELETE 



In the second format, prog refers to the 
first four characters of the program name. 
(All phases within a program have the same 
first four characters. Therefore, the 
first four characters of each program 
within the library should be unique.) The 
four characters are followed by a period 
and ALL. 

Any number of DELETC control statements 
can be used for the core image library 
within a single run. 

For the delete function, SYSIPT must be 
assigned to a card reader, a tape unit, a 
disk unit, or a 3540 diskette. SYSLST must 
be assigned to a printer, a tape. unit, a 
disk Unit, or a 3540 diskette, and SYSLOG 
must not be assigned to a printer. 



DELETR 

The DELETR control statement in one of the 
following foiTmats is used to delete a 
module from t'he relocatable library. 

DELETR modname [ , modname , . . . ] 

DELETR progl . ALL [ , prog2 . ALL, . . . ] 

DELETR ALL 



The delete function, which removes 
references to specific elements of a 
library, is described in the following 
sections; 

DELETC • — to delete from the core image 
library 

DELETR — to delete from the relocatable 
library 

DELETS — to delete from the source 
statement library 

DELETP — to delete from the procedure 
library. 



DELETC 

The DELETC control statement in one of the 
following formats is used to delete phases 
or programs from the core image library. 

DELETC phasenamel[,phasename2, . . .] 

DELETC progl. ALL [,prog2. ALL, .. .] 

In the first format, the entry in the 
operation field is DELETC. phasename in 
the operand field represents the naroe(s) of 
the phase (s) to be deleted. The name of 
the phase may be a maximum of eight 
characters. Entries in the operand field 
must be separated by commas. 



The first format is used when a specific 
module is to be deleted, and must always be 
used when deleting DIMODs. The entry in 
the operation field is DELETR. The entry 
in the operand field, modname, is the name 
of the module to be deleted. If more than 
one module is to b^ deleted, the module 
names are separated by a comma, modname is 
one to eight characters, the first of which 
must not be an asterisk. 

The second format is used when an entire 
program is to be deleted. The entry in the 
operation field is DELETR. In the operand 
field, prog refers to the first three 
characters of the modules used to build the 
program. (All IBM-supplied modules in the 
relocatable library making Up a program 
have the same first three characters, sucSh 
as IPK for the assembler and US for 
COBOL.) The three characters are followed 
by a period and ALL. 



The third format is used if the entire 
library is to be deleted. The entry in the 
operation field is DELETR. The entry in 
the operand field is ALL. When this 
function is performed,, the system status 
record is reset to show that all library 
blocks are now available to the system. 
Therefore, it is unnecessary to perform a 
condense function after a DELETR ALL has 
been performed. 
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Any number of DELETE control statements 
can be used for the relocatable library 
within a single run. 

For the delete function, SYSIPT must be 
assigned to a card reader, a tape unit, a 
disk unit, or a 35U0 diskette. SYSLST must 
be assigned to a printer, a tape unit, a 
disk unit, or a 3540 diskette, and SYSLOG 
roust not be assigned to a printer. 



DELETS 

The DELETS control statement is used to 
delete books from the source stateirent 
library. The control statement is in one 
of-Jche following formats. 

DELETS sublib.bookl[,sublib.book2, .. .3 

DELETS sublib.ALL 

DELETS ALL 

The first format is used if only specific 
books are to be deleted. The entry in the 
operation fiele^ is DELETS. The qualifier 
sublib in the operand field represents the 
sublibrary containing the book to be 
deleted and can be any alphameric character 
'0-9, A-Z, tt, $, and a), representing 
Jurce statement sublibraries. 

The sublib qualifier is required. If 
omitted, the operand is flagged as invalid 
and no processing is done on the book. 

book in the operand field represents the 
naroe~of the book -in the sublibrary to be 
deleted. If more than one book is to be 
deleted, the entries must be separated by 
commas. If books to be deleted are in the 
same sublibrary, subsequent book names need 
not be qualified. (The librarian assumes 
that nonqualified books are in the last 
sublibrary specified.) The name of the 
book can be of any length; however, a 
maximum of the first eight characters is 
used to locate and delete the book. 
Continuation statements are not recognized. 

The second format is used if an entire 
ublibrary is to be deleted. The entry in 
le operation fiel(3 is DELETS. The first 
^ntry in the operand field is the name of 
the sublibrary to be deleted. The 
qualifier sublib represents the sublibrary 
containing the~book to be deleted and can 
be any alphameric character (0-9, A-Z, #, 
$, and a) , Representing source statement 
sublibraries. 

The sablib qualifier is required. If 
omitted, the operand is flagged as invalid 
nd no processing is done on the 
blibrary. 



The second entry in the opeirand field is 
ALL. The two entries must be separated by 
a period. 



The third format is used if the entire 
source statement library is to be deleted. 
The entry in the operation field is DELETS. 
The entry in the operand field is ALL. 
When this function is performed, the system 
status record is reset to show that all 
library blocks are now available to the 
system. Therefore, it is unnecessary to 
perform a condense after a DELETS ALL has 
been performed. 



For the delete function, SYSIPT must be 
assigned to a card reader, a tape unit, a 
disk unit, or a 3540 diskette. SYSLST must 
be assigned to a printer, a tape unit, a 
disk unit, or a 35t0 diskette, and SYSLOG 
must not be assigned to a printer. 



DELETE 

The bELET>P control statement in one of the 
following formats is used to delete a 
procedure from the procedure library: 

(DELETP procedurename [ , procedurename, . . . ]) 
IDELETP ALL / 



procedurename 

specified the name of the 
procedure to be deleted. If more 
than one procedure is to be 
deleted, the names are separated 
by commas. The procedure name is 
one to eight alphameric 
characters, the first of which 
must be alphabetic or $. 

ALL specifies that the entire library 
is to be deleted. After a DELETP 
ALL has been performed, the System 
status record is reset to show 
that all library blocks are now 
available to the system. 
Therefore, it is unnecessary to 
perform a condense function after 
a DELETP ALL has been performed. 



Any number of DELETP control statements can 
be used for the procedure library within a 
single run. 



For the delete function, SYSIPT must be 
assigned to a card reader, a tape unit, a 
disk unit, or a 3540 diskette. SYSLST must 
be assigned to a printer, a tape unit, a 
disk unit, or a 3540 diskette, and SYSLOG 
must not be assigned to a printer; 
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RENAME 

The rename function, which changes the name 
of ,an element in a library, is descrifaed in 
the following sections: 

RENAMC — to rename a phase in the core 
image library 

RENAMR -- to rename a module in the 
relocatable librairy 

RENAMS -- to rename a book ±n the source 
statement library 

RENAMP "- to rename a procedure .in the 
procedure library. ' 



RENAMC 

The RENAMC control statement is used to » 
change the name of a phase in the core 
image library to another name. If tjie new 
name is already in the directory or an old 
name is not in the directory, an error, 
message is issued. On a valid pair of 
operands, the new name simply replaces the 
old name in the directdry; the version and 
modification levels are not changed. In 
either case, a check is then made for more 
operands on the card. As soon as the /S 
statement is processed. Only the new phase 
names exist in the directory. The RENAMG 
statement is in the following format. 

RENAMC oldname,newnaroel,oldname,newname, . . ] 



The operation field contains RENAMC. The 
operand field entries, oldname and newnaftie , 
represent the old phase~naroe and the new 
phase. name. The two entries in the operand 
field must be separated by a comma. The 
names in the operand field may be a maximum 
of eight characters. Note: ALL is an 
invalid phase name. ~ 

Any number of RENAMC control statements 
can be used for the core image library 
within a, single run. 

For the rename function, SYSIPT must be 
assigned to a card reader, a tape unit, a 
disk unit, or a 3540 diskette. SYSLST must 
be assigned to a printer,. -a tape unit, a 
disk unit, or a. 3540 diskette, and SYSLOG 
must not be assigned to a printeir^ 



REl^rAMR 

Tne RENAMR control statement is, used to 
change the name of a module in the 
relocatable library to another name^ If 
the new name is already in the directory oi 
an old name is not in the directory, an 
error message is issued. On a valid pair 



of operands, the new name simply replaces 
the old name in the directory; the version 
and rtiodif ication levels are not changed. 
In either case, a check is then made for 
more operands on the card. As soon as the 
statement is processed, the system 
recognizes only the new module name. The 
RENAMR statement is in the following 
format: 

JRENAMR oldname,newname[ ,oldname,newnarae, . . ] 



The operation field contains RENAMR. The 
entries in the operand field, oldname and 
newname, represent the old module-name and 
tKe new module-name, respectively, and are 
separated by a comma, oldname and newname 
are one to eight characters, the first of 
which must not be an asterisk. 

Any number of RENAMR control statements 
can be used for the relocatable library 
within a single run. 

For the rename function, SYSIPT must be 
assigned to a card reader, a tape unit, a' 
disk unit, or a 3510 diskette. SYSLST must 
be assigned to a printer, a tape unit, a 
disk unit, or a 35>t0 diskette, and SYSLOG 
must not be assigned to a printer. 



RENAMS 

The RENAMS cdntrol statement is used to 
change the name of a book in the Source 
statement library to another name. If the 
new name is already in the directory or an 
old name is not in the directory, an error 
message is issued. On a valid pair of 
operands, the new name simply replaces, the 
old name in the .directory; the version and 
modification levels are not changed. In, 
either case, a check is then made for more 
operands on the card. As soon as the 
statement is processed, the* system 
recognizes only the new book name. The 
RENAMS statement is in the followirig 
format. 

RENAMS sublib. oldname, sublib. newname 
[■,sublib. oldname, sublib. newname, ... J 



The operation field contains RENAMS. The 
cjualifier sublib in the operand field 
represents the sublibrary containing the 
book to be renamed^ and can be any 
alphamerio characteir (0-9, A-Z, #, $, and 
a^ , representing source statement 
sublibraries. 

The s ublib qualifier is jrgKjuired. If 
omitted, the operand is flagged as invalid 
and ho iprbcessing is done on the 
sublibrary . 
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qldname and newname represent the old 
book name and the new book name- If 
newname is omitted, the name is assumed to 
be the same as for the oldname. The 
entries in the operand field must be 
separated by commas. The names in the 
operand field can be of any length; 
however, only a maximum of the first eight 
characters is used by the system to locate 
and rename the book. 

The DOS/VS assemblers flag any reference 
to a macro in the source statement library 
as an UNDEFINED OPERATION CODE if the 
cataloged name of the macro is not 
identical to the operation code in the 
macro prototype statement. The assemblers 
locate macros in the source statement 
libji^jiry by the cataloged name, but 
thereafter use the operation code of the 
macro prototype statement for 
identification. 

Any number of KbNAMS control statements 
can be used for the source statement 
library within a single run. 

For the rename function, SYSIPT must be 
assigned to a card reader,- a tape unit, a 
disk unit, or a 3540 diskette. SYSLST must 
be assigned to a printer, a tape unit, a 
disk unit,, or a 3540 diskette, and SYSLOG 
nust not be assigned to a printer. 



RENAMP 

The RENAMP control statement is used to 
change the name of a procedure in the 
procedure library to another name. If the 
new name is already in the directory or an 
old name is not in the directory, an error 
message is issued. On a valid pair of 
operands, ~ the new name simply replaces the 
old name in the directory; the version and 
modification levels are not changed. In 
either case, a check is then made for more 
operands on the card. As soon as the 
statement is processed, the system 
recognizes only the Tiew module name. The . 
RENAMP statement is in. the following 
format: 



For the rename function, SYSIPT must be 
assigned to a card reader, a tape unit, a 
disk unit, or a 3540 diskette. SYSLST must 
be assigned to a printer, a tape unit, a 
disk unit, or a 3540 diskette, and SYSLOG 
must not be assigned to a printer. 



CONDENSE 

The condense function eliminates vacancies, 
resulting from delete or catalog functions. 
The condense function is used when a number 
of vacancies have accumulated within the 
library. Condense can be requested via one 
of two control statements: 

CONDS — condenses any or ail of the 
libraries when issued 

CONDL — condenses any or all of the 

libraries automatically when a 
specified limit is reachesd. 



CONDS 

The CONDS control statement, in the 
following format, is used to condense the 
core image library: 

CONDS CL 

The operation field contains CONDS. The 
operand field contains CL. The relocatable 
library, the source statement library, 
and/or the procedure library can also be 
condensed in this run. If this is desired, 
the entry RL (for the relocatable library) , 
SL (for the source statement library), and 
PL (for the procedure library) can appear 
in the operand fields Multiple entries in 
the operand field are separated by commas. 

The CONDS statement, in the following 
format, is used to condense the relocatable 
library: 

CONDS RL 

The CONDS statement, in the, following 
format, is used to condense the source 
statement library: 



1ENAMP 

oldname, newname [, oldname, newname ,... ] 

oldname, represent the old procedure name 
newname followed by the new procedure 
name. The procedure names are 
from one to eight alphameric 
characters, the first of which 
must be alphabetic or $. They 
must not be ALL. 

Any numoer of RENAMP contTpl statements can 
te used for the procedure library within a 
iingle run. 



CONDS SL 

The CONDS statement, in the following 
format, is used to condense the procedure 
library: 

CONDS PL 

For the condense function, SYSIPT must be 
assigned to a card reader, a tape unit, a 
disk unit, or a 3540 diskette. SYSLST njus.t 
be assigned to a printer, a tape unit, a 
disk unit, or a 3540' diskette, SYSLOG must 
not be assigned to, a printer. 
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CONDL 



The condense maintenance function can be 
performed automatically at the end of a 
catalog or delete maintenance function 
under the control of an installation 
specified parameter. The parameter is 
stored in the system directory. It 
indicates that when the number of blocks 
available in the corresponding library is 
less than the number specified by the 
parameter, and at least one directory entry 
is deleted, the condense function is 
performed for that library. The System 
interrogates the parameter at the 
completion of each, maintenance function foi 
the library. If a condense function is to 
be performed, a message appears on SYSLOG 
to inform the operator that the library is 
to be condensed. If a private core image 
library is assigned to more than one 
partition, the condense is not performed. 
If multiprogramming is in progress, the 
auto-condense is ignored for any library 
except a private core image library. Also, 
if condense (CONDS) is specified when MAINT 
is executed and a private core image 
library is assigned to a foreground 
partition, the condense is not performed. 

The CONDL control statement (as opposed 
to the CONDS control statement for a 
user-specified condense function) informs 
the MAINT librarian program that a 
parameter to specify an automatic co,ftdense 
is to be set. The CONDL control statement 
is in the following format. 

CONDL lib=nnnnn[,lib=nnnnn, . . . ] 

In the operand field, the entry lib is CL 
for the core image library, RL for the 
relocatable library, SL for the source 
statement library, and PL for the procedure 
library. The entry nnnhn represents the 
number of blocks specified for the specific 
library and is from one to five decimal 
digits. The maximum value of nnnnn is 
65536. Each track of the core image 
library contains 3 blocks on the 2311 
(private core image library only), 6 blocks 
on the 231U/M19, 11 blocks on the 
3330/3333, , or ^7 blocks on the 3340. Each 
track of the relocatable library contains 
16 blocks on the 2314/2319, 28 blocks on 
the 3330/3333, or 17 blocks on the 3340. 
Each track of the source statement library 
contains 27 blocks on the 2314/2319, 44 
blocks on the 3330/3333, or 26 blocks on 
the 3340. Each track of the procedure 
library contains 40 blocks on the 
2314/2319, 61 blocks on the 3330/3333, or 
34 blocks on the 3340. 

If (zero) is specified for nnnnn, an 
automatic condense is not performed for the 
specific library. If the number of blocks 



specified exceeds the number of blocks 
allocated for the library, a condense is 
performed each time deleted blocks appear 
in the library at the end of a maintenance 
function. When "the system is copied 9nto 
another pack, the condense limit on SYSRES 
is set to zero. 

The automatic condense of the cOre image 
library is bypassed when a new supervisor 
is cataloged. 

The condense limits are displayed with 
the system status on a DSERV and at the end 
of a maintenance job. 

The control statement input to establish 
a value for an automatic condense is the 
same as that for a user-specified condense. 
See the section CONDS for a description of 
the control statement input. 



REALLOCATE 

The reallocation function redefines the 
number of tracks and cylinders allotted, to 
a disk-resident system. 

The EXEC control statement required to 
perform a reallocation function is in the 
following format : 

// EXEC MAINT 



Associated with the EXEC statement for the 
reallocation function is the ALLOC control 
s,tatement. The ALLOC control statement is 
in the following format: 

ALLOC CL=cylin (tracks) ,'RL=cylin (tracks) , 
SL=cylin (tracks) , PL=cylin (tracks) 



The operation field contains ALLOC. The 
operand field contains a sequence of letter 
combinations and cylin (tracks) . The^ 
library identifiers are as follows: 

CL = core image library and directory 
RL = relocatable library and directory 
SL = source statement library and directory 
PL = procedure library and directory. 



All operands of the ALLOC statement are 
required. If a specific library is not 
present, an allocation of OiO) must be 
supplied. 



The entry, cylin, in the operand field 
refers to the number of cylinders that 
contain the spfetfified library. Theentcy, 
track, is enclosed within parentheses and 
refers to the number of tracks that contain 
the specified library directory. The 



Librarian 121 



tracks allocated to the directory are 
contained in the cylinders allocated to the 
library. The .keyword operands are 
separated by a comma. 



For the reallocation function, SYSIPT 
must be assigned to a card reader, a tape 
unit, a disk unit, or a 35t0 diskette. 
SYSLST must be assigned to a printer, a 
tape unit, or a"^ disk unit, or a 3540 
diskette, and 'SYSLOG must not be assigned 
to a printer. 



If message UnUUA comes up due to a 
change' in the label set when reallocating 
SYSRES, type DELETE on SYSLOG. The job 
continues using new extents. 



UPDATE 



The update function updates properly 
identified statements within a book of a 
source staterpent library. 

The UPDATE control statement has the 
following format: 

UPDATE sublib. bookname, [s .bookl] , tv.m] , [nn] 



The operation field contains UPDATE. 

sublib in the operand field represents 
the sublibrary that contains the book to be 
updated. It may be any of the characters 
A-Z, 0-9, $, a, or ». 

bookname represents the book that is to 
be updated in the sublibrary. 

s^bookl in the operand field provides a 
temporary update option. The old book is 
renamed s^bookl and the updated book is 
named subl ib^bogkname . s indicates the 
sublibrary that contains the old, renamed 
book. It may be one of the characters A-Z, 
0-9, $, a, or #. If this operand is not 
specified, the old book is deleted. 

v^m represents the change level of the 
book to be updated, v may be any decimal 
num^ber from 0-127. m may be any decimal 
number from 0-255. This operand must be 
present if change level veri-fication is to 
be done, and it must correspond to the 
change level in the book's directory entry. 
If the change level is verified, 'the change 
level in the book's directory entry is 
increased by 1 for verif icatofon of the next 
update. If m is at its maximum valu-e.and 
an update is processed, m is reset to and 
the value, of v is increased by 1. 



If both v and ra are at their maximum 
values and an update is processed, both v 
and m are reset to zeros. If the directory 
entry specifies that change level 
verification is not required before 
updating, the change level operand in the 
statement is ignored. Use of the optional 
entry C in the CATALS control statement at 
the time the book is cataloged to the 
library determines if change level 
verification is required before updating. 

nn in the operand field represents the 
resequencing status required for the 
update. nn may be a one- or two-character 
decimal number from 1-10, or it may be the 
characters FS* or the word NO. If nn is a 
decimal number, it represents the increment 
that will Ipe used in resequencing the 
statements in the book. For books supplied 
by IBM since Release 2 8, nn must be FS 
(fixed sequence) . when nn is FS, no 
resequencing can be performed. If nn is 
NO, the statements will not be resequenced. 
If nn is not specified, the statements will 
be resequenced with an increment of 1^ 
When a book is resequenced, the sequence 
number of the first statement is padded 
with zeros. 

Note; see the section CATALS fo^ 
additional information about sequence 
numbering books in a source statement 
library. 

The UPDATE control statement is followed 
by ADD, DEL (delete) , and/or REP (replace) 
control statements as required. Each. ADD 
or REP statement is followed by source 
statements that are to be added to the 
book. The update' section is terminated by 
an END statement. The ADD, DEL, REP, and 
END statements are identified as update 
control statements by a right parenthesis 
in the first position (column 1 in card 
format). The second position is blank. 
This is a variation from the general 
librarian control statement format, but it 
clearly identifies these control statements 
as part of the update function. 



ADD Statement 

The ADD statement is used for the addition 
of source statements to a book. The format 
is: 

) ADD seq-no 

ADD indicates that source statements 
following this statement are to be added to 
the book. 

seg^no represents the sequence number of 
the, statement in the book after which the 
new statements are to be added. It may be 
Any decimal number from one to four 
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characters in length (columns 77-80) . If 
FS W&S specified in the aPDATE control 
statement, seq-no may be any decimal number 
from one to six characters in length 
(columns 73-78), (Columns 79-80 of 
IBM-supplied books contain the release 
number.) If FS was specified, also note 
that the seq-no of the first and only the 
first ) ADD statement may be zero. In this 
case, the source statements that follow are 
added in front of the first source 
statements of the book (provided that their 
sequence numbers are lower than those of 
the first source statements in the book) . 



DEL Statement 

The DEL statem.ent causes the deletion of 
source statements from the book. The 
format is:- 

) DEL f irst-seq-no[,, last-seq-no] 

DEL indicates that statements are to be 
deleted froio the book. 

liE§tz§.§3zQ2 ^^^ l.S§t-seg-no represent 
the sequence numbers of the first and last 
statements of a section to be deleted. 
Each number may be any decimal number from 
one to four characters in length (columns 
77-80). If FS was specified in the UPDATE 
control statement, each number may be any 
decimal number from one to six characters 
in length (columns 73-78). N ote ; The 
first~seq-no must not be zero. If 
last-seq-no is not specified, the statement 
represented by f irst-seg-no is the only 
statement deleted." 

To delete an entire book, use the DELETS 
function. 



of new statements can be added to a book 
when a section is replaced. (The number of 
statements added need not equal the humber 
of statements being replaced.) 

To replace an entire book, use the 
DELETS and CATALS functions. 

If FS was not specified in the UPDATE 
control statement, sequence number 9999 is 
the highest number acceptable for a 
statement to be updated. If the book is so 
large that statement sequence numbers have 
wraE£ed_a round to zeros, it is not possible 
to update. 

If FS was specified in the UPDATE 
control statement, 999999 is the maximum. 
In this case, 999999 need not be an actual 
sequence number. Specifying 999999 as the 
last-seq-no in )DEL or ) REP cards 
indicates that the source statements 
beginning with the f irst-seq7_ng and up to 
and including the last source statement of 
the book are to be deleted dr replaced. 

If FS was specified in the UPDATE 
control statement, any source statement 
following the ) ADD or ) RfiP control 
statement should have the frtllowing format: 

Colunpnts 

1-72 contain any user' s- source statement. 

73-78 must contain a sequence numbet which 
must be greater than the sequence 
number after which it is. inserted 
and less than the subsequent 
sequence number. 

79-80 may contain any character including 
blanks. 



REP Statement 

The REP statement is used when replacement 
of source statements in a book is required. 
The format is; 

) REP first-seq-no[, last-seq-no] 



This indicates that source statements 
following the REP statement are to replace 
existing source statements in a book. 

fi£§tl§§3~Q2 ^""^ i^tz§.§9llQ2 represent 
the sequence numbers of the first and last 
statements of a section to be replaced. 
Each number may be a decimal number from 
one to four characters in length (columns 
77-80) . If FS was specified in the UPDATE 
control statement, each number may be any 
decimal number from one to six characters 
in length (columns 73-78). Note: The 
first-seq-no must not be zero. Any number 



Note ; If source code following ) ADD or 
) REP contains blanks in columns 73-78, the 
sequence number of that source code will be 
defaulted to the previous sequence number 
plus one, and columns 79/80 will be filled 
in by **. 

If FS was not specified in the UPDATE 
control statement, any source statement 
following the ) ADD or ) REP control 
statement should have the following format: 



Columns 

1-72 contain any user's source statement. 

73-76 contain a program identifier. 

77-80 may contain a sequence number. If 
used, each number must be greater 
than the sequence number after which 
it is inserted, and less than the 
subsequent* sequence numbej:. 
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Note: . See the section CATALS for 
additional information about sequence 
numbering books in a source statement 
library. 



END Statement 

This statement indicates the end of an 
update to a book. The format is: 



) END [v.m[,C]] 



END indicates the end of updates to a book. 



The v.m operand provides another means 
of explicitly setting the change level of a 
book in the library. (The other way is 
through the. use of the v^m operand in the 
CATALS statement.) v may be any decimal 
number from 0-127. mmay be any decimal 
number from 0-255. 

C indicates that change level 
verification is required before any 
subsequent updates to this book. 

If v.m is specified and C is omitted, 
the book does not require change level 
verification before a- subsequent update. 
This featiire removes a previously specified 
verification requirement for a particular 
book. 

If both optional operands are omitted, 
and change level verification was required 
for this update, the change level in the 
book's directory entry is increased, as the 
result of the update, and the verification 
requirement remains unchanged. 



UPDATE FUNCTION INVALID OPERAND DEFAULTS 



UPDATE Statement 



If the first or second operand is 
invalid, the statement is flagged, the 
book is not updated, and the remaining 
control statements are checked for 
validity. 

If. change level verification is 
required and the wrong change level is 
specified, the statement is flagged, 
the book is not updated, and the 
remaining control statements are 
checked for validity. 

If the resequencing operand is 
invalid, resequencing is done in 
increments of 1. The job will be 
canceled if FS was required. 



^5Dj._DELjL_or_REP _St a t ement s : 

1. If there is an invalid operation or 
operand in an ADD, DEL, or REP 
statement, the statement is flagged, 
the book is not updated, and the 
remaining control statements are 
checked for validity. All options of 
the UPDATE and END statements are 
ignored. 

2. The second operand must be greater than 
the-fi-rst operand in a DEL or REP 
statement. If not, the statement is 
considered invalid, it is flagged, the 
book is not updated, and the remaining 
control statements are checked for 
validity. If a second operand is 
present on an ADD statement, it is 
flagged as an invalid operand and 
ignored. The book is updated and 
normal processing continues. All 
options of the UPDATE and END 
statements are ignored. 

3. All updating to a book between an 
UPDATE statement and an END statement 
must be in ascending sequential order 
of statement sequence numbers. The 
first operand of a DEL or REP statement 
must be greater than the last operand 
of the preceding control statement. 

The operand of an ADD statement tnust be 
equal to or greater than the last 
operand of the preceding control state- 
ment. Consecutive ADD statements must 
not have the same operand. If these 
conditions are not met, the default is 
the same as for items 1 and 2. 

END Statement : If the first operand of the 
END statement is invalid, the statement is 
flagged, both operands are ignored, and the 
book is updated as though no operands were 
present. If the second operand is invalid, 
the statement is flagged, the operand is 
ignored, and the book is updated as though 
the second operand was not specified. 

2U t- of - S eguenc e_Upda t e s : I f _FS_wa s 
sgeci f ied_in_t he_UPD ATE_cont ro l_s t a t emen t , 
the source statements to be added to a book 
must be in sequence; otherwise, the book is 
not updated and the remaining control 
statements are checked for validity. If 
the source statements to be added do not 
contain sequence numbers, the sequence 
number will be defaulted to the previous 
sequence number plus one, and columns 79-80 
will be filled in by *♦. 

If_FS_was_not_S£ecified_in_the_UPDATE 
control_statement, and if~the source 
statements to ba added to a book are not in 
sequence, or do not contain sequence 
numbers, the book is updated and a message 
indicating the error appears following the 
END statement. If the resequencing option 
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has be<2n specijfied in the UPDATE statement, 
the book is sequenced by the specified 
value and subsequent updating is possible. 
If the resequencing option is not 
specified, the book is resequenced in 
increments of 1 and subsequent updating is 
possible. If the resequencing option NO is 
specified, the updated book is not in 
sequence and subsequent updating may not be 
possible. 

For the update function, SYSIPT must be 
assigned to a card reader, a tape unit, a 
disk unit, or a 3510 diskette. SYSLST must 
be assigned to a printer, a tape unit, a 
disk unit, or a 35U0 diskette, and SYSLOG 
must not be assigned to a printer. 

UPDATE Function -...Activity Log; The UPDATE 
function provides a log, on SYSLST, of all 
update activity to books in the source 
statement library. The log indicates the 
operation performed and all operands of the 
update control statements. It also shows 
the contents of the source statements 
affected, including the old prograir 
identification and sequence number, the new 
program identification and sequence number. 



and the update activity involved. Figures 
16 and 17 show examples of an UPDATE job 
stream and an UPDATE activity log, 
respectively. 



If no resequencing has been specified, 
only the old ID and sequence numbers of the 
statements involved are indicated. 



// JOB UPDATE 
// EXEC MAI NT 

UPDATE A.TESTCASE 
) REP 0032 
OPTNFND CLC 
) REP 0039,0044 
OPTNCHK CLC 

BE 

CLC 
) ADD 0052 
PUNCH MVI 

B 
) DEL 0134,0135 
) END 
/6 



0(1,REGG), BLANKS 

0(5, REGG) , =C • PUNCH ' 

PUNCH 

0(5,REGG) ,=C'DSPCH' 

SWITCH, C'X' 
CHKOPND 



Figuife 16. Example of an UPDATE Job Stream 



UPDATE A.TESTCASE 










) REP 0032 










OPTNFND CLI 
OPTNFND CLC 


0CREGG),C' ' 
OCI, REGG), BLANKS 


A«*530032 
A14530032 


A'>530027 


REPLACEMENT 


) REP 0039,00't4 










OPTNCHK CLC 
BNE 
MVI 
B 

CHKDSP CLC 
BN.E 

OPTNCHK CLC 
BE 
CLC 


0C5, REGG), PUNCHOP 
CHKDSP 
SWITCH, C'X' 
CHKOPND 

0c5, regg), dspchop 
msglogt 
0c5,regg),=c'punch ' 

PUNCH 
0C5,REGG),=C'DSPCH ' 


Ai»530039 
A'f5300'»0 
A45300'*! 
A«t5300't2 
A»*5300't3 
A^5300^'♦ 
A't530039 
A't5300«tO 
A't5300»H 


AI453003'* 
A4530035 
A»»530036 


REPLACEMENT 
REPLACEMENT 
REPLACEMENT 


) ADD 00 5 2 










B 
PUNCH MVI 
B 


MSGLOG 
SWITCH, C'X' 
CHKOPND 


A4530052 
A't530053 
Ai»53005'» 


AttSSOO^tt 
A14530045 
A'»5300i»6 


RESEQUENCED 

ADD 

ADD 


) DEL 013'»,01J5 










DSPCHOP DC 
PUNCHOP DC 


C'DSPCH • 
C PUNCH • 


Ai»53013?» 
A«»530135 




DELETE 
DELETE 


y END 











Figure 17. Example of an UPDATE Activity Log "" 
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Example I 

col. 1 

// EXEC MAINT 

UPDATE Z . TESTBOOK , Z . SAVEBOOK , , FS 
) ADD 24310 

CLC SSEXTNT(4),ZER0 

BE IGNORE 
) REP 2543 

BCT WRKREG2,L00P 
) DEL 26210,26230 
) END 
/* 



col. 73-80 



SSL ALLOCATED 02U313AS 
NO 02U316AS 

LOOP TWICE 025U30 



EXAMPLE_OF_AN_UPDATE_JCB_STREAM_FOR 
IiM:;SUPPLIED_BgOKS 

A book in the sublibrary Z named TESTBOOK 
has to be updated temporarily. The old 
book is to be renamed: SAVEBOOK. 
Two statements are to be added after the 
source statement with sequence number 
(columns 73-78) : 024310. One statement 
with sequence number 02543.0 is to be 
replaced. Three subsequent statements with 
sequence numbers: 26210, 26220, 26230 are 
to be deleted. The control statements are 
shown in Example I. 



Copy Program 



nevertheless be included With a zero 
allocation. A zero allocation is not 
possible for the system core image 
library. The directory allocation for 
the CIL is at least two tracks: one 
directory for cataloged phases and one 
directory for linked phases. (The 
first two tracks of the system 
residence file should be taken into 
account for the number of cylinders 
allocated to the SCIL. These two 
tracks are used by the system for IPL 
information and a system workarea.) 



The format of the ALLOC statement is 
identical to the ALLOC statement 
described earlier in the section 
Reallocate. 



This section describes the control 
statements that can be submitted to the 
CORGZ program, which performs the following 
operations, individually or in combination: 

1. Defines and/or creates a new system 
pack. 

2. Defines and/or creates private 
libraries. 

3. "Transfers phases, modules, or books 

between any assigned libraries. 

To invoke the CORGZ program, use job 
control statement: 

// EXEC CORGZ 

Associated with the EXEC statement are 
three independent copy control statements 
and five COPY statements. The three 
independent copy control statements are: 

1. ALLOC statement. Defines the libraries 
on a new system resident pack. If this 
statement is omitted, or if any of the 
libraries is not allocated in the 
statement, the job is canceled. If no 
assignments for a particular library 
are to be made, the assignment should 



To use the reallocated or nev*ly created 
pack as system residence file, you must 
re-IPL this pack again. 

2. NEWVOL statement (see the section 
£ES§t ion_o f _Pr i va t e_Libr ar ies ) . 
Defines private libraries. 

3. MERGE statement (see the section Merge 
Function) . Transfers data between 
libraries that were defined, or defined 
and created previously. 

The following functions are performed 
automatically by the CORGZ progreim, when 
the ALLOC statement is used: 

• All programs essential to a miniii-um 
system are copied. These programs are 
all logical and physical transients, 
IPL, supervin ! job control, and 
linkage edito; . 

• The partition an^ system s-tandard labels 
are copied froui the SYSRES label 
cylinder ,to th^^ label cylinder on 
SYS002. 

• Cylinder 0, track 0, records 1 and 2, 
and cylinder 0, track 1 are built. 
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COPY, ALL SYSTEM LIBRARIES 

The COPY control statement copies the 
complete system,, but can only be used when 
SYSRES contains all four libraries. The 
information copied into the new pack 
includes cylinder (track 0, records 1 and 
2, and track 1), the four libraries, the 
label cylinder, and the VTOC cylinder. It 
is in the following format COPY ALL 

■this statement is valid only when preceded 
by an ALLOC statement. 



COPY, CORE IMAGE LIBRARY 

The COPYC control statement is used to 
specify the phases or programs in the core 
image library that are to be copied.: It is 
in one of the following formats* 

COPYC phaselt, phase2, . . . ] 

COPYC progl.ALLt,prog2.ALL,. ,.] 

COPYC ALL 

the first format is used when specific 
phases are to be copied. The entry in the 
operation field is COPYC. The entry, 
£hase,, in the operand field represents the 
narae(s) of the phase (s) to be copied. 
Entries in the operand field must be 
separated by commas. 

The second format is used when specific 
programs are to be copied. The entry in 
the operation field is COPYC. The entry, 
progj^ALL, in the oper«nd field represents 
the name of the program to be copied, prog 
is the first four characters of the program 
name. (All phases within a program have 
the same first four characters.) ££03 is 
followed by a period and ALL. Entries in 
the operand field must be separated by 
commas. 

The third format is used to copy the 
complete core image library. The entry in 
the operation field is COPYC. The entry in 
the operand field is ALL. 



COPY, RELOCATABLE LIBRARY 

The COPYR control statement is used to 
specify the modules in the relocatable 
library that are to be copied. It is in 
one of the following formats. 

COPYR modulel t , module2 , ... J 

COPYR progl.ALL[,prog2.ALL, . . . ] 

COPYR ALL 



The first format is used when specific 
modules are to be copied. The entry in the 
operand field is COPYR. The entry, module, 
in the operand field represents the name(s) 
of the module(s) to be copied. Entries in 
the operand field must be separated by 
commas. 

The second format is used when specific 
programs are to be copied. The entry in 
the operation field is COPYR. The entry, 
££0.9.' 1" the operand field represents the 
name of the program to be copied. EEog; is 
the first three characters of the program 
name,' (All modules within an iBM-cupplied 
program have the same first three 
characters, such as IJB for the supervisor 
and UK for PL/I). E£23 is followed by a. 
period and ALL. Entries in the operand 
field must be separated by commas. 

The third format is used to copy the 
complete relocatable library. The entry in 
the operation field is COPYR. The entry in 
the operand field is ALL. 



COPY, SOURCE STATEMENT LIBRARY 

The COPYS control statement is used to 
specify the books in the source statement 
library that are to be cibpied. It is in 
one of the following formats. 

COPYS sublib,bookl[,sublib.book2,. ..] 

COPYS sublibl. ALL [ ,sublib2. ALL, ... 3 

COPYS ALL 

The first format is used when specific 
books are to be copied. The entry in the 
operation field is COPYS. The qualifier 
isubllb in the operand field represents the 
name of the sublibrary containing the book 
and can be an alphameric character (0-9, 
A-Z, #,$, and a), representing source 
statement sublibraries. 

The sublib qualifier is required. if 
omitted, the operand is flagged as invalid 
and no processing is done on the book. 

book represents the name(s) of the 
book(s) to be copied. 

The second format is used when an entire 
sublibrary is to be copied* The entry in 
the operation field is COPYS. The entry, 
sublib, in the operand field represents the 
nkme of the .sublibrary to be copied and can 
be any alphameric character (0-9, A-Z,-> #, 
$, and a) , representing source stat,ement 
sublibraries. 

The sublib qualifier is required.. If 
omitted, the operand is flagged as invalid 
and no processing is done on the- 
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sublibrary. The qualifier sublib is 
followed by a period and ALL. 

The third format is used to copy -the 
complete source statement library. T'he 
entry in the operation field is COpys. The 
entry in the operand field is ALL. 

COPY, PROCEDURE LIBRARY 

The COPYP control statement is used to 
specify the procedures in the procedure 
library that are to be copied. It has the 
following format: 

COPYP procedurename [ , procedurename , . . . ] 
ALL 

procedurename specifies the name of the 

procedure to be copied. If 
more than one procedure is to 
be copied, the names must be 
separated by commas. 



ALL 



COPY, IPL 



specifies that the entire 
procedure library is to be 
copied. 



The COPYI control statement is used to 
transfer the IPL Retrieval Program 
C$$A$IPL2) between the SYSRES and SYS002 
(RES and NRS) volumes. It is in the 
following format. 

COPYI $$A$IPL2 



COPY CONSIDERATIONS 

Each library that is to be selectively 
copied requires a separate group of control 
statements. If more than one copy control 
statement for a particular library (COPYC, 
COPYR, COPYS, or COPYP) is submitted to the 
CORGZ program in combination with copy 
statements for a different library, the 
statements must be grouped per library (for 
instance: first all COPYC statements, then 
all COPYR statements, and so on) . 



A COPY ALL statement must neither be 
preceded nor followed by any other COPY 
statement. Any number of elements of a 
particular library can be specified in one 
control statement. Continuation statements 
are not valid. All entries in the operand 
field must -be separated by commas. 

When executing the copy disk (CORGZ) 
function, a file must be defined for 
IJSYSRS on SYS002 via DLBL and EXTENT 
control statements. The filename on the 
DLBL statement must be IJSYSRS. The file 
identification portion of the DLBL 
statement can be as shown in the example of 
the copy function. 

The lower extent for this file must be 
cylinder zero," track one^, and the upper 
extent must include the label cylinder. 
The label cylinder is one cylinder reserved 
for label information, and is located on 
the cylinder immediately following the last 
library of the system. The total 
allocation must include cylinder 0, all 
defined system libraries, and the label 
cylinder. 

Figure 18 shows an example of a valid 
job setup for the copy function on a 2316 
disk pack. 

For the copy function, SYSIPT must be 
assigned to a card reader, a tape unit, a 
disk unit, or a 3540 diskette. SYS002 must 
be assigned to a disk unit. SYSLST must be 
assigned to a printer, a tape unit, a disk 
unit, or a 35U0 diskette, and SYSL03 must 
not be assigned to a printer. 



CREATION OF PRIVATE LIBRARIES 



The COPY program can be used to create 
private libraries. SYS003 must he assigned 
if a private core image library is 
required. SYSRLB must be assigned if a 
private relocatable library is required. 
SYSSLB must be assigned if a private source 
statement library is required. 



r ■ • • 

|// JOB COPY SYSRES TO NRES 

j// ASSGN SYS002,X'191' 

|// DLBL IJSYSRS, 'DOS/VS SYSTEM RESIDENCE FILE' , 99/365, SD 

j// EXTENT SYS002, mill, 1,000, 00001, 02519 

I // EXEC CORGZ 

I ALLOC CL=60(10),RL=30(10),SL=30(10),PL=5(5) 

I COPY ALL 

\/* 

|/6 

L . : 



Figure 18. Example of a Valid Job Setup for the Copy Function on a 2316 Di'sk Pack 
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Private libraries can reside on the 
SYSRES pack (outside the SYSRES extent) or 
on separate disk packs which (except for a 
private core image library) must be of the 
same device type as the SYSRES pack. 



When creating a private library using 
CORGZ,, a file must be defined for IJSYSPC 
on SYS003 and/or IJSYSRL on SYSRLB and/or 
IJSYSSL on SYBSLB. IJSYSPC, IJSYSRL, and 
IJSYSSL are the respective file naires used 
in the creation of private core image, 
relocatable, and source statement 
libraries. 

Creation of a private library is 
requested by the NEWVOL .control statement. 
Its format follows. 

NEWVOL id=cylin (track) [, id=cylin (track) ] 

id Indicates the specific library and 
directory to be created and can 
be: 

CL for a private core image 
library and directory 

RL for a private relocatable 
library and directory 

SL vEor a private source statement 
library and directory. 

cylin Indicates the number of cylinders 
to contain the specified library. 

track Indicates the number of tracks to 
contain the specified library 
directory. The tracks allocated 
to the directory are contained 
within the cylinders allocated to 
the library. The difference 
between the number of cylinders 
for the library and the number of 
tracks for the library directory 
has to be at least 5 tracks. 

• The COPY program also provides the ability 
to copy all or part of the system core 
image arid/or relocatable and/or source 
statement library into its respective 
private library. If this facility is to be 
used, it myst be employed in the same job' 
step in which the private library is 
created. This is done by inserting COPYC 
and/or COPYR .and/or COPYS statements 
immediately behind the NEWVOL statement (s) 
in the job stream. 

To define and create a private library 
from an existing private library, the MERGE 
statement must be used between the NEWVOL 
and the COPYR and/or COPYS statements (This 
.does not apply for the COPYC stateirent, 
I since the private core image library cannot 

• be defined and created in one single job 



step). Below is an example of the sequence 
of steps. 



// EXEC CORGZ 

NEWVOL RL=10(2) ,SL=10(1) 

MERGE PRV,PRV 

COPYR ALL 

COPYS ALL 
/* 
/& 

The following precautions should be 
observed. 

1. When a NEWVOL statement and a COPYC 
and/or a COPYR and/or a COPYS statement 
are both present, the NEWVOL statement 
irust precede the COPYC, COPYR or COPYS 
statement. 

2. The creatibn of a new system residence 
file and creation of private libraries 
cannot both be done in the same job 
step. ..^ 

3. For each job, label cards for the 
private libraries containing the same 
information as at creation time must be 
submitted. Note: Private libraries 
are not required to begin on a. cylinder 
boundary. 



MERGE FUNCTION 

The MERGE function copies the contents of 
one core image, relocatable, source 
statement, or procedure library to another 
core image, relocatable, source statement, 
or procedure library, respectively. If the 
phase, module, book, or procedure being 
copied already exists in the library' being 
updated, the resident phase, module, book, 
or procedure becomes inaccessible because 
its directory entry is deleted. Any phase, 
module, bpok, or procedure being copied is 
added to the library at the next available 
entry point. Its directory entry is added 
at the directory's next available entry 
point. 

The control statement indicates the type 
of library (resident or private) involved 
and the direction in which the data will 
move. It has the following format: 

MERGE fromyto 

The operand field entry from represents the 
file from which data will be copied. from 
.can l^e one of th^se: 

RES System residence file on SYSRES. 

NRS ModifiedV or duplicate system 
residence file on SYS002 (New 
Residence)'. 
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PRV Private relocatable library on SJfSOOl 
and/or a private source statement 
library on SYSOOO and/or a private 
core image library on SYS003. 



The operand field entry to indicates the 
file to which library data will be 
transferred, to can be one of these: 

RES System residence file on SYSRES. 

NRS Modified, or duplicate system 
residence file on $YS002 (New 
Residence). ~ 

PRV Private relocatable library on SYSRLB 
and/or private source statement 
library on SYSSLB and/or a private 
core image library on SYSCLB. 



The MERGE statement is followed by 
appropriate copy statements (COPYC, COPYR, 
COPYS, COPYP) that indicate the phases, 
modules, books, or procedures to be 
transferred. 



All copy statements followiifig a MERGE 
statement apply to that function until 
another MERGE, NEWVOL, or ALIOC statement 
is encountered. 



Notes; 

1. If the COPYC ALL statement is used, the 
supervisor and transient phases are 
also transferred to the receiving 
system resident file or private core 
image library. The supervisor and 
tJfansients previously contained on the 
receiving SYSRES or SYSCLB diak pack 
are deleted. No indication ol: this 
deletion is given, and it is t:he user's 
responsibility to ensure that the 
receiving system is able to continue 
operating. 

2. If COPY ALL or COPYI $$A$IPL2 is 
specified, . the IPL bootstrap phase at 
cylinder 0, track 1, record 5 of SYSRES 
is copied. 



Corg Image Library 



2. A private core image library and the 
core image library of the system 
residence file on SYSRES. 

3. A private core image library and the 
core image library of a system 
residence file on SYS002. 

1. Two private core image libraries. 

You must ascertain that the receiving 
system has the ability to execute the 
phase (s) being copied. 
If the receiving file is the system 
residence file on SYSRES, CORGZ must be 
executed in the background partition. 

R elocat able Library 

Selected modules, or the entire library, 
can be transferred (in either direction) 
between: 

1. The relocatable library of the system 
residence file on SYSRES and the 
relocatable library of another system 
residence file on SYS002. 

2. A private relocatable library and the 
relocatable library of the system 
residence file on SYSRES. 

3. A private relocatable library and the 
relocatable library of a system 
residence file on SYS002. 

i». Two private relocatable libraries. 

Source Statement Library 

Selected books or the entire library, can 
be transferred (in either direction) 
between : 

1. The source statement library of the 
system residence file on SYSRES and the 
source statement library of another 
system residence file on SYS002. 

2. A picivate source statement library and 
the soutce statement library of the 
system i*esidence file on SYSRES. 

3. A private source statement library and 
the source statement library of a 
system residence file on SYS002. 

1. Two private source statement libraries. 



Selected phases, or the entire library ^ can 
be transferred (in either direction) 
between: 

li. Tihe core image library of the system 
residence file on gYSRES and the bore 
image library of another system 
residence file on SYS'002. 



P£Ocedu3ce_Library 

Selected procedures, or the entire 
procedure library, can be transferred (in 
either direction) between the procedure 
library of the system residence file on 
SYSRES and the procedure library of another 
system residence file on SYS002. 
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MERGE_Consi derations 

File definitions (through. DLBL and EXTENT 
statements) irust be made before the .MERGE 
control, statement is used. When defining 
files, remember: 

1. When merging tb^ or from, a modified or 
duplicate system residence file, the 
modified or duplicate file name must be 
IJSYSRS, the logical >unit must be 
SYS002, and the file ID must be 
identical to the ID supplied when the 
file was created. 

2. When merging to a private relocatable 
library file, the file name must be 
IJSYSRL, the logical unit must be 
SYSRLB, and the file ID must be 
identical to the ID supplied when the 
file was created. 

3. When merging from a private relocatable 
library file, the file name roust be 
IJSYSPR, the logical unit roust b6 
SYSOOl, and the file ID roust be 
identical to the ID supplied when the 
file was created. 

t*. When merging to a private source 

statement library file, the file name 
must be IJSYSSL, the logical unit must 
be SYSSXiE, and the file ID must be 
identical to the ID supplied when the 
file was created. 



5. When merging from a private source 

stateroent library file, the file name 
must belJSYSPS, the logical unit must 
be SYSOOO and the file ID must be 
identical to the ID supplied when the 
file was created. 



6. When merging to a private, core image 
library file, the file neime must be 
IJSYSCL, the logical unit must be 
SYSCLB, a:nd the file ID must be 
identical to the ID supplied when the 
file was created.' 



7,/ when merging from a private core image 
library file, the file n'ame must be 
IJSYSPC, the logical unit must be 
SYSOqS and the file ID must be 
iden€ical to the ID supplied when the 
file was created. 



Figure 19 shows the file name, logical 
unit, and direction of transfer for each 4ft 
the MERGE operations. Any combination of 
the indicated operations can be performed 
in One job step. 

Diagnostic messages for erroneous 
assignments, file definitions, etc, are 
provided on SYSLST. Figure 20 is an 
example of a job set up to use the MERGE 
function on a 2316 disk pack. 



File Name 
Logical Unit 



IJSYSRS i IJSYSRS 
SYSRES ISYS002 



IJSYSRL i IJSYSPR j IJSYSSLJ IJSYSPSJ IJSYSCL j IJSYSPC 
SYSRLB ISYSOOl ISYSSLB JSYSOOO' | SYSCLB j SYS003 



Merge RES to MRS 
Merge NRS to RES 
Merge RES to PRV 
Merge NRS to PRV 
Merge PRV to RES 
Merge PRV to NRS 
Merge PRV to PRV 



from 

to 

from 

to 



I to 

I 

I from 

I 
I 
I 
I from 

I 



j to 



to 
to 



to 



I 
I 
I 

I from 

I 

I from 

I 

I from 
.x__^ 



I 
I 
I to 

I 
I to 

I 
I 
I 



j to 
.i_ 



j from 
-X- __. 



I to 



I to 



from j 



I from I 



j to 

.X ._, 



I 
I 
I from 

I 

I from 

I 

I from 

.x___— J 



Figure 19. Direction of Transfer'for Merge Operationss 
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r ,— . — ._^-._« — .___— ^^^- 

I Assume two disk drives with addresses of 190 and 191. 



// JOB EXAMPLE 
// ASSGN SySRLB,X'191' 
// ASSGN SYSSLB,X'191' 
// ASSGN SYS003,X'191' 
// ASSGN SYS000,X'190' 
// ASSGN SYSOOl^X' 190' 
// ASSGN SYS002,X* 191* 

Note 1 ^ // DLBLIJSYSRL,' PRIVATE RL',99/365 
\ // EXTENT SYSRLB, 111111, 1,0, 150d, 200 

Note 2 /// DLBLIJSYSSL,' PRIVATE SL', 99/365 
\ // EXTENT SYSSLB, mill, 1,0,1700,200 



Note 3 ( // DLBL US YSPC, 'PRIVATE CIL«, 99/365 



// EXTENT SYS003, mill, 1,0, 1900, 200 

{ 



Note 4 j // DLBL IJSYSPR, 'PRIVAl^E RL TEST', 99/365 
// EXTENT SYS001,111111,1, 0,1300, 200 



Note 5 ///DLBL IJSYSPS, 'PRIVATE SL TEST', 99/365 
\ // EXTENT SYSOOO, mill, 1,0, 1500, 200 

Note 6 ( // DLBL IJSYSRS, ' SYSTEM RESIDENCE' , 99/365 
\ // EXTENT SYS002, 111111,1, 0,1, 359 

// EXEC CORGZ 

NEWVOL RL=10{2),SL=10(2),CL=10(15) 
Note 7 J COPYR ALL 

COPYS ALL 

COPYC ALL 

MERGE PRV,PRV 
Note 8 { COPYR ALL 

COPYS ALL 

{MERGE NRS,PKV 
COPYR ALL 
COPYS ALL 
/♦ 

// ASSGN SYS003,X'190' 
// ASSGN SYS002,X'191' 

Note 10/ // DLBL I JSYSCL, 'PRIVATE CIL', 99/365 
\ // EXTENT SYSCLB,111111,1, 0,1900, 200 

Note 11 ASSGN SYSGLB,X'191' 

Sote,12/ // DLBL IJSYSPC,' PRIVATE CL TEST', 99/365 
t //EXTENT SYS003,111111, 1,0, 1500, 200 

Note 13/ // DLBL IJSYSRS, 'SYSTEM RESIDENCE' , 99/365 
tv/ EXTENT SYS002,lillll, 1,0, 1,359 

// EXEC CORGZ 

No t e 1 a / MERGE PRV , Pft V 
I COPYC ALL 

Note 15/ MERGE NRS,PRV 
V COPYC ALL 

/6 

Figure 20. Example of Job Set Up to Use the MERGE Function on a 2316 Disk 
pack (Part 1 of 2) 
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Note 


• 1: 


Note. 


.2: 


Not^. 


2' 


Note 


S- 


Note. 


^^ 


Note 


6: 



Note 7 ; 

Note_8:/ 

N2te_9: 

Note_ig! 
Note_ll! 

Not;B_12! 
Not.g_13i 

Note 14 



File definition statements for a private relocatable 
library file to be created and updated. 

File definition statements for a private source statement 
library file to be created and updated. 

File definition statements for a private core image 
library file to be created. 

File definition statements for a private relocatable 
library file from which modules to be copied. 

File definition statements for a private source statement 
library file from which books are to be copied. 

File definition statements for a modified, or duplicate 
system residence file from which modules and books are to 
be copied. 

Creates private core image, relocatable, and source 
statement libraries on SYS003, SYSRLB, and SYSSLB, and 
copies the core image, relocatable, and source statement 
libraries from the system residence file ©h SYSRES into 
them. 

Merges all modules and books from private relocatable and 
source statement libraries on SYSOOl and SYSOOO into this 
appropriate private libraries created on SYSRLB and 
SYSSLB. 

Merges all modules and books from the relocatable and 
source statemen-t libraries of a modified, or duplicafte 
system residence file on SYS002 into private libraries 
created on SYSRLB and SYSSLB. 

File deiEinition statements for the private core image 
library file just created and to be updated. 

In order to merge to. the private core image library just 
created, assign it to SYSCLB. The from file must be 
assigned to SYS003 and is a previously created private 
core image library. See MERGE Conaiderations for-, 
additional information, ~ ~ 

File definition statements for a private core image 
library from which phases are to be copied. 

File definition statements for a modified, or' duplicate 
system residence file from which the phases of the core 
image library are to be copied. 

Merges all phases from the private core image library on 
SYS003 into the newly created private core image library 
on SYSCLB. 



Note_15; Merges all phases from the core image library of a 

modified, or duplicate system residence file on SYS002 
into the newly created private core image library on 
SYSCLB. 



Figure 20. Example of Job Set Up to Use the MERGE Function on a 2316 
Disk Pack (Part 2 of 2) 



Libra;rian 133 



Service Programs 



This section describes the control 
statements that can be submitted to one of 
the programs that service the libraries. 
There are six service programs: 

•» DSERV -- to display the directories of 
. each of the libraries. 

• CSERV -~ to display and/or punch phases 

from the core image library, 

• RSERV -:- to display and/pr punch modules 

from the relocatable library. 

• SSERV — to display and/or punch books 

from the source Statement- 
library, 

• ESERV --to de-edit, display and/or 

punch, verify, and update 
edited assembler macros from 
the source statement library. 

• PSERV -- to display and/or punch 

procedures from the procedure 
library. 



>e following symbolic units roust be 
signed to perform service functions on a 
j/rivate library: SYSCLB for a pifivate core 
image library, SYSRLB for a" private 
relocatable library, and SYSSLB for a 
private source statement library.' A 
private library must be unassigned to 
perform service functions on the 
corresponding system library. 



The printed output of DSERV contains -the 
status report of the system libraries and 
any assigned private libraries followed by 
the specified directory. Each printed 
directory is preceded by a header that 
contains the name of the directory in 
EBCDIC characters. All fields are headed 
by the title DEC (decimal) or HEX 
(hexadecimal). Generally, each page 
includes up to 96 directory entries printed 
in double-column format with 48 entries per 
column. However, the core image directory 
contains more information and is therefore 
printed in single column format with up to 
U8 entries per page. The additional 
information in the printout of the core 
image directory in response to a DSPLY(S) 
request indicates: 



1. If the phase is SVA- eligible 

2. If the phase is listed in the SDL 

3. If the phase is contained in the SVA 



H. Entry names contained in the SDL that 
have been established for future use, 
but do not as yet have phases attached 
to them. These entry names are listed 
as contained in the SDL only. 



DSERV can be executed in any partition with 
the statemient: 

//EXEC DSERV 



DSERV, DIRECTORY SERVICE 

This section describes the display of- the 
directories. The copy function for the 
directories is discussed in the section 
Cop2_E£2aE3lE • 

The format of the display depends upori 
the ogeration specified in the DSERV 
control statement (s) . 

Multiple displays of the same directory, 
ther sorted or unsorted, may be obtained 
in the same job step. To do this, use a 
separate control statement for each desired 
display. 



Operational Characteristics 

If any private library is assigned, it is 
displayed in place of the corresponding 
system library. i? To display the system 

brary, the corresponding private library 

St be unassigned. 



Except for a display of the core image 
directory, DSERV may require additional 
storage beyond the minimum of 6'»K available 
to the partition if a sorted display is 
specified. If the partition is not large 
enough to contain all the entries to be 
sorted,, sorting is done in more than one 
pass, resultittg in more than one sorted 
list of entries. If this is not 
satisfactory, increase the partition size. 

If DSERV is to run in real mode, the 
REAL parameter must be included in the EXEC 
statement. 

SYSLOG must not be assigned to a printer 
and SYSIPT and SYSLST must be assigned. 



g.SERy_Control^Statements 

The control statements for DSERV are: 

DSPLY directory [, directory] 
DSPLYS t (phasenaroet,nn])] 
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OEeration 



Notes: 



DSPLY Displays the directory entries in 
the sequence that they appear in 
the clirectory. 

DSPLYS Displays the directory entries 
sorted alpharaerically. 

The entries in the core image directory are 
always displayed in alphameric sequence 
(DSPLY CD and DSPLYS CD give the same 
result) . 

Operands 

Directory; Can be one of the following: 

TD $-phase3 in the core image directory. 

CD The core image directory 

RD The relocatable directory 

SD The source statement directory 

PD The procedure directory 

ALL All the above (TD, CD, RD, SD, and 
PD) are specified. 

Note; If CD (without any other operands) 
or ALL is specified, the version and 
modification level of CD entries is not 
displayed. 

Ell^sename: If CD is specified, then the 
version and rtiodification level of any 
single phase or group of phases can be 
displayed by using phasename. Specify the 
phasename desired. If it contains less 
than eight characters, the specification 
should either be padded out with bianRs 
(COBOL ) or one blank should be included 
immediately after the last character of the 
phasename (COBOL ). In the example, COBOL, 
if memy phas€ja contain the first five 
characters, COBOL, then to display tjie 
version and Kiodif ication level of all of 
these phases specify (COBOL) without any 
blanks. 

nn; Specify (in decimal) the displacement 
into the phase where the location of the 
version and modification level is for one 
of the following; 

• A version and modification level in the 
nonstandard position. 

• The version and modification level of 
the phase (s) specif ieid is higher than 
that of the DSERV in use. 

If nn is not specified, the program assumes 
12 bytes for IBM-supplied transients and 8 
bytes for all other Entries. 



1. Only one phase or group of phases can 
be specified per CD control statement. 
If more than one is specified, then tbe 
last specification is the only one 
processed. 

2. Continuation cards are not valid. 

3* A blank operand or no control statement 
results in a system status report only. 

4. The output of the core image directory 
also indicates if a phase is 
SVA-eligible, if it has an entry in tlie 
SDL (system directory list) , and if it 
has been loaded in the SVA. 



CSERV, CORE IMAGE LIBRARY 

To request a service function for the core 
imag« library, (either system or private) , 
use the folloUing EXEC control statement: 

// EXEC CSERV 

One or more of the three service functions 
can be requested within a single run. 
Punched output is sequenced in columns 77 
through 80, The first card punched for 
each phase is sequenced zero. Any number 
of phases within the core image library can 
be acted upon in this run. 

Di^pjLay 

The display function produces a printout of 
a phase in the core, image library. The 
printed output produced by the display 
function consists of a header and the 
phase. The printed header contains the 
phase name and the length of the phase in 
number of bytes. 

The printed output of the phase contains 
a three-byte hexadecimal load address of 
the first byte in the line, followed by 48 
bytes of text displayed in hexadecimal. 

If the phase is relocatable, relocation 
information is printed following the text 
information. 

The DSPLY control statement in one of 
the following formats is used to display 
phases in the core image library. 

DSPLY phasel[,phase2, . .. 3 

DSPLY progl. ALL [,prog2. ALL, . .. ] 

DSPLY ALL 

The first format is used if only specific 
phases are to be displayed. The ientry in 
the operation field is DSPLY. phase in the 
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operand field represents the name of the 
phase to be displayed. If more than one 
phase is to be displayed, the phase names 
are separated by commas. Phase names must 
be from one to eight characters long. 



The "second format is used when an entire 
program is to be displayed. The entry in 
%he operation field is DSPLY. In the 
operand field, groa refers to the first 
four characters of the phase names making 
up a program. CAll phases of a multiphase 
program should , have the same first four 
characters.) The four characters are. 
followed by a period and ALL. 

The third format is used if the entire 
tore image library is to be displayed. The 
entry in the operation field is DSPLY. The 
entry in the operand field is ALL. 

. It is possible to use all three types of 
operands together in a single control 
statement. 

For the display function, SYSIPT must be 
assigned to a card reader, a tape unit, a 
disk unit, or a 3540 diskette. SYSLST must 
be assigned to a printer, a tape unit, a 
disk unit, or a 354 diskette. SYSLOS must 
not be- assigned to ai printer. 



Punch 

The punch function converts a phase in the 
core image library into punched-cards or 
into a. card-image format. 

Any number of phases in the core image 
library can be punched within a single run 
unless SYSPCH is assigned to a disk or tape 
unit, or to a 3540 diskette (for subsequent 
us6 as SYSIPT to a link edit job step). In 
the case of a 3540 diskette a maximum of 
120 phases can be punched^ The punched- 
card output is acceptable as input to the 
linkage editor for recataloging to the core 
image library. When non-relocatable phases 
are recataloged, they are loaded in a 
partition at the same address as when they 
were originally link-edited because their 
address (es) are absolute. Relocatable 
phases, however, are loaded at an address 
relative to the end of the supervisor (S + 
displacement) . 

The following cards are contained in the 
phase decks punched fjrora the core image 
library. 

1. PHASE card: contains the phase- name 

and the beginning load addiress. If the 
phase that is punched is SVA-eligible, 
that is, if it has been cataloged as 
such, the SVA parameter is also punched 
in the PHASE card. 



2. ESD card: SD type, contains the phase 
name, the length of the phase, and the 
beginning load address. 



3. TXT cards: contain the loading address 
df the first byte in the card, the 
ntiniber of bytes of text punched in the 
card (usually 56, except for the last 
card) , the identification number of the 
control section (always 0001) 
containing the text, and the actual 
text. 

4. END card: contains the transfer 
address, and signifies the end of the 
phase. 



If the phase is relocatable, RLD cards are 
also punched. These cards contain 
information that identifies those portions 
of the TXT cards that may need to be 
modified by the relocating loader. 

To facilitate recataloging of the 
phase (s), a /* card will be the last card 
of any punched output of a CSERV job step. 

The PUNCH control statement in one of 
the following formats is used to convert 
phases in the core image library to 
punched-card output. 

PUNCH phasel[,phase2,. .. ] 

PUNCH progl . ALL [ , prog2 . ALL, . . . ] 

PUNCH ALL 



The first format is used if only specific 
phases axe to be punched. The entry in the 
operation field is PUNCH. The entry in the 
operand field, ghase, represents the name 
of the phase to be punched. If more than 
one phase is to be punched, the phase names 
are separated by commas. Phase names must 
be from one to eight characters long. 

The second format is used when an entire 
program is to be punched. The entry in the 
operation field is PUNCH. In the operand 
field, prog refers to the first four 
characters of the phase names making up a 
program. (All phases of a multiphase 
program should have the same first four 
characters.) The four characters are 
followed by a period and ALL. 

The third format is used if the entire 
core image library is to be punched. The 
entry in the operation field is PUNCH. The 
entry in the opetand field is ALL. 

When SYSPCH is assigned to a tape or 
disk unit, each card image is preceded by a 
stacker-select character. 
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For the punch function, ST^SJPT must be 
assigned to a card reader, a tape unit, a 
disk unit, or a 35U0 diskette. SYSPCH must 
be assigned to a card punch, a tape unit, 
or a disk unit. SYSLST must be assigned to 
a printer, a tape unit, a disk unit, or a 
3540 diskette, SYSLOG must not be assigned 
to a printer. 

Whenever the same card read punch is 
assigned to SYSIPT and also to SYSPCH, 
enough blank cards for punching the module 
must follow each PUNCH control statement. 
This prevents erroneously punching the 
cards of a following job step. Extra cards 
are automatically bypassed. 



For the display and punch function, 
SYSIPT must be assigned to a card reader, a 
tape unit, a disk unit, or a- 3540 dis'kette. 
SYSLST must be assigned to a printer, a 
tapeunit, or a disk unit. SYSPCH must be 
assigned to a card punch, a tape unit, a 
disk unit, or a 3540 diskette. SYSLOG must 
not be assigned to a pi'inter. 

Whenever the same card read punch is 
assigned to SYSIPT and also to SYSPCH, 
enough blank cards for punching the module 
must foriow each DSPCH control statement. 
This prevents erroneously punching "it'he 
cards of a following job step. Extra cards 
are automatically bypassed. 



Disglay .and_gunch 

The display-and-punch function combines the 
separate operations of the display and the 
punch functions. 

The DSPCH control statement is used to 
convert phases in f the core image library to 
printed and punched-card output. The DSPCH 
control statement is in one of the 
following formats* 

DSPCH phasell, phase2, . . .3 

DSPCH progl.ALL[,prog2.ALL, ... ] 

DSPCH ALL 



The first format is used if only specific 
phases are to be displayed and punched. 
The entry in the operation field is DSPCH. 
The entry in the operand field, phase, 
represents the name of the phase to~be 
displayed and punched. If more than one 
phas€i is to be displayed and punched, the 
phase names sire separated by commas. Phase 
names must be from one to eight characters 
long., 

The second format is used when an entire 
program is to be displayed and punched. 
The entry in the operation field is DSPCH. 
In the operand field, prog refers to the 
first four characters of the names of the 
phases making up the program. (All phases 
of a multiphase program should have the 
same first four characters.) The four 
characters are followed by a period and 
ALL. 

The third format is used if the entire 
core image library is to be displayed and 
punched. The entry in the operation field 
is DSPCH. The entry in the operand fifld 
is ALL. 

When SYSPCH is assigned to a tape or 
disk unit, each card image is preceded by a 
stacker-select character. 



RSERV, RELOCATABLE LIBRARY 

To request a service function for the 
relocatable library, use the following EXEC 
control statement : 

//EXEC RSERV 

One or more of the three service functions 
pan be requestisa within a single, run. Any 
number of modules within the relocatable 
library can be acted upon in this run. 
Punched output isi sequenced in columns 77 
^hrough 80. The first card punched for 
each module is sequenced zero. 

Display 

The display function produces a printout of 
a module in the relocatable library. 

The printed output produced . by the 
display function consists of a header and 
the module. 

Contained in the printed header is the 
module name and the number of records 
needed to contain the' module. 

The printed output of the module is 
represented by hexadecimal characters and 
EBCDIC i depending On the type of record and 
the information contained within the 
record. 

The DSPLY control sta*ement in one of 
the following formats is used to display 
modules in the relocatable library. 

DSPLY raodulel [ , module2 , . , . ] 

DSPLY progl. ALL( , prog2 . ALL, . . . ] 

DSPLY ALI 

The first format is used if only specific 
modules are to be displayed. The entry in 
the operation field is DSPLY. module in 
the operand field represents the name of 
the tnoduie to be- displayed, if more than 
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one module is to be diisplayed, the module 
names are separated by commas. Module 
names must be from one to eight characters 
long. 

The second format is used when an entire 
program is to be displayed. The entry in 
the operation field is DSPLY. In the 
operand field, pro g refers to the first 
three characters of the modules used to 
build the program. (All IBM-supplied 
modules in the relocatable library making 
up a program have the same first three 
characters, such as JPK for the assembler 
and ILA and ILB for COBOL. ) The three 
characters are followed by a period and 
ALL. 

The third format is used if the entire 
relocatable library is to be displayed. 
The entry in the operation field is DSPLY. 
The entry in the operand field is ALL. 

For the display function, SYSIPT must be 
assigned to a card reader, a tape unit, a 
disk unit, or a BS^lO diskette. SYSLST must 
be assigned to a printer, a tape unit, a 
disk unit, or a 3540 diskette. SYSLOS must 
not be assigned to a printer. 

Punch 



The punch function converts a module in the 
relocatable library into a punched-card 
output check. 

The PUNCH^ control statement in one of 
the following formats is used to convert 
modules iA the relocatable library to 
punched-card output. 

PUNCH raodulel [ , module2 , . . . ] 

PUNCH progl . ALL [ , prog2 . ALL, . . . ) 

PUNCH ALL 

The first format is used if only specific 
modules are to be punched. The entry in 
the operation field is PUNCH. The entry in 
the operand field, module , represents the 
name of the module to be~punched. If more 
than one module is to be punched, the 
module names are separated by commas. 
Module names must be from one to eight 
characters long. 

The second format is used when an entire 
program is to be punched. The entry in the 
opejcation field is PUNCH. In the operand 
field, proq refers to the first three 
characters of the modules used to build the 
program. (All IBM-supplied modules in the 
relocatable library making up a program 
have the same first three characters, such 
as IPK for the assembler and ILA and ILB | 
ror COBOL. ) The three characters are 
followed by a period and ALL. 



'The third format is used if the entire 
relocatable library is to be punched. The 
entry in the operation field is PUNCH. The 
entry in the operand field is ALL. 

When SYSPCH is assigned to a tape or 
disk unit, each card image is preceded by a 
stacker- select character. 

For the punch function, SYSIPT must be 
assigned to a card reader, a tape unit, a 
disk unit, or a 35U0 diskette. SYSPCH must 
be assigned to a card punch, a tape unit, 
or a disk unit. SYSLST must be assigned to 
a printer, a tape unit, a disk unit, or a 
3540 diskette, and SYSLOG must not be 
assigned to a' printer. 

Whenever the same card read punch is 
assigned to SYSIPT and also to SYSPCH, 
enough blank cards for punching the module 
irust follow each PUNCH control statement. 
This prevents erroneously punching the 
cards of a following job step. Extra cards 
are automatically bypassed. 



Display and Punch 

The display-and- punch function combines the 
separate operations of the display and the 
punch functions. 

The DSPCH control statement is used to 
convert modules in the relocatable library 
to printed and punched-card output. The 
DSPCH control statement is in one of the 
following formats. 

DSPCH modulel[,module2,. . .3 

DSPCH progl. ALL [,prog2. ALL,. ..] 

DSPCH ALL 

The first format is used if only specific 
irodules are to be displayed and punched. 
The entry in the operation field is DSPCH. 
The entry in the operand field, module, 
represents the name of the module to be 
displayed and punched. If more than one 
irodule is to be displayed and punched, the 
module names are separated by commas. 
Module names must be from one to eight 
characters long. 

The second format is used when an entire 
program is to be displayed and punched. 
The entry in the operation field is DSPCH. 
In the operand field, grog refers to the 
first three characters of the modules used 
to build the program. (All IBM-supplied 
irodules in the relocatable library making 
up a program have the same first three 
characters, such as IPK for the assembler 
and ILA and ILB for COBOL.) The three 
characters are followed by a period and 
ALL. 



138 DOS/VS System Control Statements 



The third format is used if the entire 
relocatable library is to be displayed and 
punched. The entry in the operation field 
is DSPCH. The entry in the operand field 
is ALL. 

When SYSPCH is asi^igned to a tape or 
disk unit, or a 35Up diskette, each card 
image is preceded by a stacker-select 
character. 

For the display and punch function, 
SYSIPT must be assigned to a card reader, a 
tape unit, a disk unit, or a 3540 diskette. 
SYSLST must be assigned to a printer, a 
tape unit, a disk unit, or a 3540 diskette* 
SYSPCH must be assigned to a card punch, a 
tape unit, or a disk unit. iSYSLCG must not 
be assigned to a printer. 

Whenever the same card read punch)is 
assigned to {3YSIPT and also to SYSPCH, 
enough blank cards for punching the module 
must follow (jach DSPCH control statement. 
This prevents erroneously punching the 
cards of a following job step. Extra cards 
are <jmtoraatically bypassed. ' 



SSERV, SOURCE STATEMENT LIBRARY 

To request a service function for the 
source statement library, use the following 
job control «tateraent: 

// EXEC SSERV 

One or more of the three service functions 
can be requested within a single run. Any 
number of books within the source statement 
library can be acted upon in this run. 



DisE^Lay 

The display function produces a printout of 
a book in the source statement library. 

Eiooks are displayed in the card image 
format. Each book is preceded and followed 
by a BKEND statement. 

The DSPLY control statement in one of 
the following formats is used to display 
books in the source statement library. 

• DSPLY sublib.boofclf, sublib.book2,. . . ] 

• DSPLY sublibi , ALL [ , sublib2 . ALL , . . . ] 

• DSPLY ALL 

The first format is used if only ispecific 
books are to be displayed. The entry in 
the operation field is DSPLY. The 
qualifier sulolib in the operand field 
represents the~sublibrary containing the 



book to be displayed and can be any 
alphameric character (0-9, A-Z, #, $, and 
a), representing source statement " 
sublibraries. 

book in the operand f iseld represents the 
name of the book in the subj.ibrary to be 
displayed. If more th^n one book is to be 
displayed, the entries must be separated by 
commas. If books to be displayed are in 
the same sublibrary, subsequent book names 
need not be qualified. (The librarian 
assumes that nonqualified books are in the 
last sublibrary specified. If a sublibrary 
is never specified, the librarian assumes- 
the book is in the E sublibrary.) The 
riames of the; books in the operand field can 
be from one to eight characters in length. 
Continuation statements are not recognized. 

The second format is used if an entire 
sublibrary is to be displayed. The entry 
in the operation field is DSPLY. The first 
entry in the operand field is the name of 
the sublibrary to be displayed. The 
qualifier sublib can be any alphameric 
character (0-97 A-Z, #, $, and a), 
representing source statement sublibraries. 

The sublib qualifier is required. If 
omitted, the operand is flagged as invalid 
and no processing is done on the 
sublibrary. 

The second entry in the operand field is 
ALL. The two entries must be separated by 
a period. 

The third format is used if the entire 
source statement library is to.be 
displayed. The entry in the operation 
field is DSPLY. , The entry in the operand 
field is ALL. 

For the display function, SYSIPT must be 
assigned to a card reader, a tape unit, a 
disk unit, or a 3540 diskette. SYSLST must 
be assigned to a printer, a tape unit, a 
disk unit, or a 3540 diskette. SYSLQG must 
not be assigned to a printer. 



Punch 

The punch function converts a book. in the 
source statement library into punched cards 
or into card-image format. 

The PUNCH control statement in one of 
the following formats is used to convert 
books in the source statement library to 
punched- card output. 

• PUNCH gub.booklE, sub. book2, 3 [,CMPRSD] 

• PUNCH subl.ALL[,sub2.ALL, . ..3 I,CMPRSD3 

• PUNCH ALL [,CMPRSD3 
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The first format is used if only specific 
books are to.be punched. The entry in the 
operation field is PUNCH. The qualifier 
sub in the operand field represents the 
sublibrary containing the book to be 
punched and can be alphameric character 
(0-9, A-Z, #, $, and a), representing 
source statement sublibraries. 

book in the operand field represents the 
name of the book in the sublibrary to be 
punched. The entry CMPRSD is used if the 
books are to be punched in the compressed 
form in which they are stored in the 
library. When this option is elected, the 
cards are punched in the first seventy-one 
column's. If more than one book is to be 
punched,, the entries must be separated by 
commas. If books to be punched are in the 
same sublibrary, subsequent book names need 
not be qualified. (The librarian assumes 
that nonqualified books are in the last 
sublibrary specified. If a sublibrary is 
never specified, the librarian assumes the 
book is in the E sublibrary.) The names of 
the books in the operand field can be from 
one to eight characters long, continuation 
statements are not recognized. 

The second format is used if an entire 
sublibrary is to be punched. The entry in 
the operation field is PUNCH. The first 
entry in the operand field is the name of 
the sublibrary to be punched. The 
qualifier sub can be any alphameric 
character (0-9, A-Z, #, $, "and a), 
:^epresenting source stat'ement sublibraries. 

The_sublib qualifier is required. If 
omitted, the operand is flagged as invalid 
and no processing is done on the 
sublibrary. 

The second entry in the operand field is 
ALL. The entry CMPRSD is used if the books 
are to be punched in the compressed format. 
A /♦ statement is always punched at the end 
of the output. When SYSPCH is assigned to 
a tape unit or disk unit, each card image 
is preceded by a stacker-select character. 

The third format is used if the entire 
source statement library is to be punched. 
The entry in the operation field is PUNCH. 
The entry in the operand field, is ALL. The 
entry CMPRSD is used if the books are to be 
punched in the compressed format. If 
CMPRSD is specified, puhched output is 
sequenced in columns 77-80. The first card 
puncheiS for each module is zero. The 
compressed source code retains its original 
sequence numbers. A /* statement is always 
punched at the end of the output. 

For the punch function, SYSIPT irust be 
assigned to a card reader, a tape unit, a 
disk\unit, or a 3540 diskette. sySPCH mvist 
be. assigned to a card punch, a tape unit, a 



disk unit, or a 3540 diskette. SYSLST must 
be assigned to a printer, a tajie unit, or a 
disk unit, and SYSLOG roust not be assigned 
to a printer. 

Whenever the same card read punch is 
assigned to SYSIPT and also to SYSPCH, 
enough blank cards for punching the book 
must follow each PUNCH control statement. 
This prevents erroneously punching the 
cards of a following job step. Extra cards 
are automatically bypassed. 



Display and Punch 

The display-a'nd- punch function combines the 
separate operations of the display function 
and the punch function. 

The DSPCH contr'ol statement in one of 
the following formats is used to convert 
books in the source statement library to 
printed and punched-card output. 

• DSPCH sub. bookl [ , sub . book2 ,...](, CMPRSD] 

• DSPCH SUbl. ALL [sub2. ALL,... ][, CMPRSD] 

• DSPCH ALL [, CMPRSD] 

The first format is used if only specific 
books are to be displayed and punched. The 
entry in the operation field is DSPCH. The 
qualifier sub in the operand field 
represents the sublibrary containing the 
book to be displayed and punched and can be 
any alphameric character (0-9, A-Z, #, $, 
and a) , representing source statement 
sublibraries. 

book in the operand fi«ld represents the 
name of the book in the sublibrary to be 
displayed and punched. The entry CMPRSD is 
used if the books are to be punched in the 
compressed format, but printed, in the 
original card image format. If more than 
one book is to be displayed and punched, 
the entries must be separated by commas. 
If books to be displayed and punched are in 
the same sublibrary, subsequent book names 
need noii be qualified. (The librarian 
assumes that nonqualified books. are in the 
last sublibrary specified. If a sublibrary 
is never specified, the librarian assumes 
I the book is in the E sublibrary.) The 

names of the books in the operand field can 
be from one to eight characters long. 
Continuation statements are not recognized. 
A /* statement is punched at the. end of the 
output. 

The second format is used if an entire 
sublibrary is to be displayed and punched. 
The entry in the operation field is DSPCH. 
The first entry in the operand field is the 
name of the sublibrary to be displayed and 
punched. The qualifier sub can be any 
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alphciraeric .character (0-9, A-Z, #, $, and 
a), representing source statement 
sublibraries. 

The sublib qualifier is required. If 
omitted, the operand is flagged as invalid, 
and no processing is done on the 
sublibrary. 

The second entry in the operand field is 
ALL. The entry CMPRSD is used if the books 
are to be punched in the compressed format. 
When SYSPCH is assigned to a tape or disk 
unit,, each card image is preceded by a 
stacker-select character. 

The third format is used if the entire 
source statement library is to be displayed 
and punched. The entry in the operation 
field is DSPCH. The entry in the operand 
field is ALL., The entry CMPRSD is used if 
the books are to be punched in the 
compressed, format. 

For the display and punch function, 
SYSIPT must be assigned to a card reader, a 
tape unit, a disk unit, or a 35U0 diskette. 
SYSLST must be assigned to a printer, a 
tape unit, a disk unit. SYSPCH must be 
assigned to a card punch, a tape unit, a 
disk unit, or a 3540 diskette. SYSLOG must 
not be assigned to a printer. 

Whenever the same card read punch is 
assigned to SYSIPT and also to SYSPCH, 
enough blank cards for punching the book 
must follow each DSPCH control statement. 
This prevents erroneously punching the 
cards of a following job step. Extra cards 
are automatically bypassed. 



ESERV, SOURCE iSTATEMENT LIBRARY 

The DOS/VS assembler uses two sublibraries 
of the source statement library; the macro 
(E) sublibrary and the copy (A) sublibrary. 

To request a service or maintenance 
function for edited assembler macros in the 
E sublibrary,, specify; 

// EXEC ESERV 

Input to ESERV is read from SYSlPT. The 
first card after the // EXEC ESERV 
statement should be GENEND or GENCATALS. 
If neither is present, GENCATALS is 
assumed. These cards, as shown below, must 
not start in column 1. 

15GENSND15 no dperands 

This cayises ESERV to place an 
EMD and a /♦ card' immediately 
after the de-edited macro on 
SYSPCH so that it can be used as 
SYSIPT for the assembler. 



15GENCATALS-E no operands 

This causes a CATALS statement 
of the form A.bookname (or, if 
SUBLIB=DF was specified in an 
OPTION statement, of . the form 
D.bookname) to precede and a /* 
card to follow each macro so 
that the resulting SYSPCH stream 
can be used as SYSIPT input to 
the MAINT program for cataloging 
the de-edited macros ihto the A 
sublibrary. 

2i§Ei^Y_§^S^_£!JQ2!l_EliS££ions 

The following functions can be performed 
for one or more edited macros within a 
single ESERV run. 

1. DSPLY De- edits and displays macro (s) on 

SYSLST. 

2. PUNCH De-edits and punches macro (s) on 

SYSPCH. 

3 . DSPCH Combines 1 and 2 . 

I The control statements must not start in 
column 1; they must have the. following 
format; 

! DSPLY ) 
punch; sublib. bookl [, sul?lib. book2. ..1 
dspch) 

If the qualifier sublib is omitted, the E 
sublibrary is assumed. If the de-edited 
rraciro is to be updated, the appropriate 
control statements must follow immediately. 
(See U-IQ below.) 

Verification and _ Update Functions 

These functions can, be performed for a 
single de-edited macro or the last 
de-edited macro in an ESERV run. 

U. COL Defines location and length of 
sequence number field. ■ 

5. VER Verifies contents of a specific 

statement, 

6. -ADD Adds statement (s) at a specified 

point i 

7. DEL Deletes specified statements. 

8. REP Replaces specified statement (s) . 

9. END Indicates last update statement. 

10. RST Indicates that sequence number 

restart a lower number than a 
number contained in a specified 
preceding statement of the macro 
definition. 
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These control statements can be used to 
verify and/or update properly identified 
statements in an edited macro definition. 

Verifying and Updating Macro Definitions 

Statements are identified either by the 
sequence number in the identification field 
or by their position relative to a previous 
statement that has a gequ6nce. number as 
follows: 

seq-no(+rei] 

seq-no sequence number of a source 

statement, 1 to 8 decimal digits in 
length, as specified in the COL 
statement. 

rel positive decimal number^ 1 to 4 

digits in length, representing the 
position of the desired statement 
relative, to the sequence numbered 
statements. 

COL STATEMENT; specifies the location of 
the sequence number in the macro 
definition. If present, this statement 
must immediately follow the DSPLY, PUNCH or 
DSPCH statement to which it applies. The 
format is: 



) 



COL startcol,x 



startcol 



is a decimal number from 73 to, 80 

which gives the starting position 

of the sequence number. 

is a decimal number from 1 to 8 

giving the length of the sequence 

number. 



If the COL statement is omitted, the 
default is: 



DEL STATEMENT: deletes one or more 
statements from a macro source definition. 
Its fdrmat is: 



) 



DEL, seq-^no[+rel] t , seq-no [+rel] ] 



The statement number indicates the first 
and last in the series to be delejted. Only 
the first number is required to delete one 
statement. 

REP STATE MENT: replaces one or more 
statements' in a source macro definition 
with one or more new statements. Its 
format is: 



) 



REP se\3-nol-l^reli [ ,seq-no[+rel] ] 



The source statement (s) following the REP 
statement replace the statement or series 
of statements identified by the REP 
statement. 

RST_STATEMENT: indicates to fiSERV that the 
sequence numbers of the macro definition 
restart at a lower number after the 
statement indicated by the RST statement. 
The format is : 



) 



RST' seq-np[+rel] 



Note: If an ADD, DEL or REP operation is 
performed on the last statement in a 
sequence number series, then the first 
statement in the new series must be 
referenced in the RST statement. See 
example 3. 

END_STATEMENr: indicates the end of ' the 
update~statements on SYSIPT. Its format 
is: 



) 



END 



) 



COL 73,6 



VER STATEMENT: causes a speod,f Ic source 
statement to be verified again^st the 
contents of the statement following the VER 
statement on SYSIPT. Its format is: 

) VER seq-no [+rel],len 

len is the length of the field tc be 
verified. It is a decimal number 
with a value of from 1 to 80. Only 
the first len characters are 
compared. If the strings do not 
match, an error message is given. 

ADD_STATEMENT ; adds statements to a source 
macro definition. Its format is: 



) 



ADD seq-not+rell 



The source statements following the ADD 
statement are added to the macro definition 
.after the indicated statement number. 



This statement is required for every 
updating run. 

General Rules for Update Control Statements 

.1. Right parenthesis in column 1 and at 
least one blank before and after 
operation code. 

2. Any seq-not+rel] must specify a source 
statement after the previous 

seq-no [+rel] , except that: 

a. The twd numbers specified in a DEL 
or REP statement may be equal; 

b. the REP, DEL, ADD, or RST statement 
may reference the same statement as 
the immediately preceding VER 
statemept. 

3. Any seq-no must be greater than or 
equal to. either the last seq-no in the 
previous statement or the first seq-no 
in the same statement. 
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ExceEtion: The first seq-no in the 
control statement following the RST 
statement is independent of the seq-no 
in the RST statement. 



Error Handling During Update 

The following errors will cause 
cancellation of the update run. 

-4. , Invalid operands in the COL statement. 

2. The COL statement is not the first 
update control statement. 

3. The macro is completely de-edited 
without all update control statements 
having been processed. 

4. Invalid operands in the RST statement. 

In all other cases, an error message is 
printed. Updating continues with the next 
coiitrol statement, if possible. De-editing 
of the macro will. always be completed. 



Exam]3le_l2_ De-editing Without Updating 

// JOB SAMPLl 
// EXEC ESERV 

PUNCH E.M2^Cl,MAC2 

DSPLY MAG3 

DSPCH E. MAC 4, E. MACS 
/* 
/€ 

The above coding shows five macros being 
de- edited in the same run. The resulting 
listings and/or decks, could be used for 
future updates. Note that the -last macro 
de-edited (MACS) could also have been 
updated in this run. All are taken from 
the macro sublibrary, since E.macname is 
the default. 



This example produces a listing on SYSLST 
and a deck with an END and /* on SYSPCH of 
the de-edited and updated macro named MAGI. 
The resulting SYSPCH file (if on tape or 
disk) could thus be reassigned as SYSIPT 
for immediate editing by the DOS/VS 
assembler with EDECK specified in the 
option card. 

In addition, the resulting updated 
edited macro deck could then, in another 
step, be cataloged to the E sublibrary via 
MAINT. ' 



Example 3; Restarting 

Sequence number in the macro to be updated: 

0001 
0003 
OOOU 
OOOS 
0002 
OOOU 
0006 
0007 
0008 

Sample update statements : 



// 


EXEC ESERV 


) 


COL 77, a 


) 


DEL S 


) 


RST 5+1 


) 


ADD H 




B NEXTl 


) 


END 



in this example, GENCATALS is assumed. 
Since statement S (the last in a series) 
to be deleted, the RST statement must 
reference one past the statement being 
deleted. 



IS 



Example 2; De-editing wit,h Upd at ing 

// JOB SAMPLE 
// EXEC ESERV 

GENEND 

DSPCH E.MACl 
) COL 77,4 
) VER 72+1,5 
.PP99 
) ADD 72+1 

AIF (6PCH NE 1400). DU 
) DEL 102,103+3 
) REP 245+4,260 
NITA, CLC 0(4 , REG6) ^ BLANKS 

BE RETRY6 
LYNDA CLC 4 C 4 , REG6 ) , BLANKS 

BE RETRY7 
) END 
/* 
/6 



PSERV, PROCEDURE LIBRARY 

To request a service function for the 
procedure library, use the following EXEC 
control statement: 

// EXEC PSERV 

One or more of the three service functions 
can be requested within a single run. Any 
number of procedures within the procedure 
library can be acted upon in this run. 

Display 



Th*p statement used to display procedures is 
DSPLY. 
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statement Format : 

Tdsply procedurenameCprocedurename/. . . 1) 
tDSPLY ALL f 

procedurenaire specifies the name of the 
procedure to be displayed. 
If more than one procedure is 
to be displayed i the names 
are separated by commas. 
Procedure names are from one 
to eight alphameric charac- 
ters, the first of which must 
be alphabetic or a $. 



ALL 



specifies that the entire 
procedure library is to be 
displayed. 



For the display function, SYSIPT must be 
assigned to a card reader, a tape unit, a 
disk unit, or a 3540 diskette. SYSLST must 
be assigned to a printer, a tape unit, a 
disk unit, or a 3540 diskette. SYSL03 must 
not be assigned to a printer. 



Punch 



The contrbl statement used to punch a 
procedure is PUNCH. 



Statement_Format : 

(punch procedurename [ , procedurename, . . . ]V 
(PUNCH ALL f 

procedurename represents the name of the 

procedure to be jpunched. If 
more than one procedure is to 
be punched, the names are 
separated by commas. The 
procedure name is from one to 
eight alphameric characters, 
the first of. which must be 
alphabetic or a $ . 



ALL 



specifies that the entire 
procedure library is to be 
punched. 



Whenever the same card read punch is 
assigned to SYSIPT and also to SYSPCH, 
enough blank cards for punching the module 
must follow each PUNCH control statement. 
This prevents erroneously punching the 
cards of a following job step. Extra cards 
are automatically bypassed. 

The punched-card output is acceptable to 
every function that uses procedure input. 
Each procedure punched is preceded by a 
CATALP statement. The last card punched is 
the /* statement. 



Display and _ punch 

The control statement used to print and 
punch procedures is DSPCH. 



Statement For mat; 

(DSPCH procedurename [, procedurename, . . .ll 
IdspcH ALL / 



When SYSPCH is assigned to a tape or disk 
unit, each card image is preceded by a 
stacker-select character. 



For the punch function^ SY6iPT irust be 
assigned to a card reader, a tape unit<, a 
disk unit, or a 3540 diskette. SYSPC^ must 
be assigned to a card punch, a tape unit; a 
disk unit, or a 3540, i^isket-te. SYSLST must 
be assigned to a printer, a tape unit, or a 
disk unit, and SYSLOG , roust not £e assigned 
to; a printer. 



prociedurename 



ALL 



represents the name of the 
procedure to be displayed and 
punched. If more than one 
procedure is to be displayed 
and punched, the names are 
separated by commas. Module 
names are from one to eight 
alphameric characters, the 
first of which must be 
alphabetic or a $. 

specifies that the entire 
procedure library is to be 
printed and punched. 



When SYSPCH is assigned to a tape or disk 
unit, or a 3540 diskette, each card image 
is preceded by a stacker-select character, 



For the display and punch function, 
SYSIPT must be assigned to a card reader, a 
tape unit, a disk unit, or a 3540 diskette. 
SYSLST must must be assigned to a printer, 
a tape unit, a disk unit, or a 3540 
diskette. SYSPCH roust be assigned to a 
card punch, a tape unit, or a disk unit. 
SYSLOG roust not be .assigned to a printer. 



Whenever the same card read punch is 
assigned tp SYSIPT and also to SYSPCH, 
enough blank cards for punching the 
procedure must follow each DSPCH control 
statement. This prevents erroneously 
punching the cards of a' following job step. 
Extra card^ are automatically bypassed. 



The last card punched by DSPCH is a /♦ 
statement. 
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r T- 

I Function | 



•T T- 

I Element I 



Unit 



Control Statements 



Catalog 



Core Image 
Library 



Relocatable 
Library 



Source 

Statement 

Library 



Procedure 
Library 



Phase 



Module 



Book 



Proced. 



// OPTION CATAL 

(Linkage Editor control statements and if in card 

form, the phase to be cataloged) 
/* 
// EXEC LNKEDT 



// EXEC MAINT 

CATALR modulen^ine[,v,m] 
(module, to be cataloged) 



// EXEC MAINT 

CATALS sublibibooknamel, v.m[,C] 3 
(book to be cataloged) 



// EXEC MAINT 

CATALP procedurename(,VM=v.ml [,EOP=yy] r,DATA=NO ") 

[ ^ESJ 

(procedure to be cataloged) 
/+ (or delimiter as specified in EOP parameter) 



Compile/ 
Assemble 
and 
Catalog 



Relocatable 
Library 



Module 



y§iDg,,a tape file for SYSPCH/SYSIPT with , temporary^ 
assignments. 

// ASSGN SYSPCH,X'cuu' 

CATALR modulenamet, v.m] 

PHASE name,origint,NOAUTO] 
// EXEC COBOL 

(source deck) 
/* 

// MTC WTM,SYSPCH,2 
// MTC REW,SYSPCH 
// ASSGN SYSIPT,X'cuu' 
// EXEC MAINT 
/6 

To compile/assemble more than one program and catalog 
all of them into the relocatable library, use the same 
setup except that the compilation/assembly control cards 
(CATALR through /* inclusive) for each program follow 
the /* of the preceding program. The MTC statements 
through /£ follow the /* of the last program. This 
facility is not available for RPG and PL/I compilations 
or for IBM 2314 or IBM 2319 applications. 

ysin3_a_DASD_file_for_SYSPCH/SYSIPTi iMust_always_be_a 

permanent assignment.) 



// 
// 



// 

/* 



// 
// 



// 
/S 



DLBL Balance of information 
EXTENT required for SYSPCH file 
ASSGN SYSPCH,X'CUU' 
CATALR modulepamel, v.m] 
PHASE name, origin t,NOAUTOl 
EXEC COBOL 
(source deck) 

CLOSE SYSPCH, X'OOD' 

DLBL Balance of information 

EXTENT required for SYSIPT file 

ASSGN SYSIPT,, X'cuu* 

EXEC MAINT 



Figure 21. Maintenance Functions, Example (Part 1 of 3) 
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f"- — T ' T T- 

I Function | Unit |Elenient| 



Control Statements 



The "file- ID' in the DLBL stateHients must be the same in 
both sets. To compile/assemble more than one program 
and catalog all of them into the relocatable library, 
use the same setup except that the compilation/assembly 
control cards (CATALR through /* inclusive) for each, 
program follow the /* of the preceding program. CLOSE 
through /S follow the /* of the last program. 



Delete 



Core Image 
Library 



Phase 



// EXEC MAINT 

DELETC phasel[,phase2, .. . ] 



Program 



// EXEC MAINT 

DELETC progl .ALL [ , prog2 . ALL , . . . ] 



Relocatable 
Library 



Module 



// EXEC MAINT 

DELETR modulel[,module2, . .. ] 



Program 



// EXEC MAINT 

DELETR progl. ALL [,prog2. ALL, ... ] 



Library 



-A- 

// EXEC MAINT 
DELETR ALL 



Source 

Statement 

Library 



Book 



// EXEC MAINT 

DELETS sublib.bookl[,sublib.book;2, . . .] 



Sub- 
library 



// EXEC MAINT 

DELETS sublib.ALL 



Library 



// EXEC MAINT 
DELETS ALL 



Procedure 
Library 



Proced. 



// EXEC MAINT 

DELETP procedurenamel ( , procedurename2 , . . . ] 



Library 



//EXEC MAINT 
DELETP ALL 



Rename 



Core Image 
Library 



P>lase 



// EXEC MAINT 

RENAMC oidname,newnameC,oldname,newname, ... 1 



Relocatable 
Library 



Module 



// EXEC MAINT 

RENAMR oldname , newname ( , oldname , newname , . . . ] 



Source 

Statement 

Library 



Book 



// EXEC MAINT 

RENAMS sublib. oldname, sublib. newname [,sublib. 
oldname, sublib. newname, .. .] 



Procedure 
Library 



Proced. 



-+ 



// EXEC MAINT 

RENAMP oldname , newname ( , oldname , newname . . . . ] 



Update 



Source 

Statement 

Library 



Book 



// EXEC MAINT 

UPDATE sublib. booknaroe, [s.bookll , [v. ml , [nn] 
) ADD, ) DEL, or ) REP statements as required 

with source statements to be added 
) END [v.m[,C]] 



Figure 21. Maintenance Functions, Example (Part 2 of 3) 
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r T" • — ^T • T- 

I Function | Unit | Element | 



control Statements 



Condense 



I- 



h- 



Core Image 
Library 



Relocatable 
Library 



Source 

Statement 

Library 



Procedure 
Library 



Library 



Library 



Library 



Library 



// EXEC MAINT 
CONDS CL 



// JOB jobname 

// EXEC MAINT 

CONDS RL 



// EXEC MAINT 
CONDS SL 



// EXEC MAINT 
CONDS PL 



Libraries 



All 



// EXEC MAINT 

CONDS CL,RL,SL,PL 



Set 

Parameter 

for 

AutORiatic 

Condense 



Libraries 



Any or 
All 



// EXEC MAINT 

CONDL lib=nnnnn[,lib=nnnnn. 



.] 



Notes: Values to be substitued for lib: 



CL — Core image library 

PL — Procedure Library 

RL — Relocatable library 

SL — Source statement ^library 

Values to be substitued for nnnnn: 

One to five decimal digits, with a 
maximuir value of 65536. 



Reallo- 
cation 



System 



Library 



// DLBL IJSYSRS, 'DOS SYSTEM RESIDENCE FILE' date, code 
// EXTENT SYSRES, balance of extent information 
//EXEC MAINT 

ALLOC CL=cy lin (tracks), RL=cylin (tracks) , 
SL=cylin (tracks) , PL=cylin (tracks) 

Notes: The library identifiers are as follows: 

CL — Core image library 

PL — Procedure Library 

RL -- Relocatable library 

SL — Source statement libra.ry 

Values to be substitued for cylin and tracks; 
any integer. 



Note; // JOB, /*, and ye must be included where needed. 
Figure 21. Maintenance Function, Example (Part 3 of 3) 
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r T — 

(Display Unit] Element 



Control Statements 



Core Image 
Library 



Phase 



Program 



Library 



Directory 



Phases (s) with 
Version and 
Modification Level 



Phase(s) with 
Version and 
Modification Level 



// EXEC CSERV 

DSPLY phasel t,phase2, . .. ] 



// EXEC CSERV 

DSPLY progl,ALL[,prdg2.ALL, . . . ] 



// EXEC CSERV 
DSPLY ALL 



// EXEC DSERV 

DSPLY CD or DSPLYS CD 



In the standard position: 

// EXEC DSERV 

DSPLY tS] CD(phasename) or CD (phasename) 



lQ_the_nonstandard_position_or_hi3her_than_pSERV_in 
use: ~~ 



// EXEC DSERV 

DSPLY tS] CD (phasename, nn) or CD (phasename, nn) 



Relocatable 
Library 



Module 



Program 



Library 



Directory 



^_ 

Source 

Statement 

Library 



// EXEC RSERV 

DSPLY modulel[,module2, . . . ] 



// EXEC RSERV 

DSPLY progl.ALL[.prog2.ALL, 3 



// EXEC RSERV 
DSPLY ALL 



// EXEC DSERV 
|. DSPLY RD or DSPLYS RD 



Book 



Sublibrary 



Library 



Directory 



//EXEC SSERV 

DSPLY suhlib.booklt.sublib.book2, . . . ] 



// EXEC SSERV 

DSPLY sublibl . ALL [ , sublib2 . ALL , . . . ] 



// EXEC SSERV 
DSPLY ALL 



// EXEC DSERV 

DSPLY SD or DSPLYS SD 



Procedure 
Library 



Procedure 



Library 
Directory 



// EXEC PSERV 

DSPLY procedurenaroel [ , procedurename2 , 



.] 



// EXEC PSERV 
DSPLY ALL 



// EXEC DSERV 

DSPLY PD or DSPLYS PD 



Figure 22. Service Functions, Exairple (Part 1 of 3) 
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J. . y. 

I Display Unit. | Element 



Control Statenents 



y __+ ____ _ 1 ^______ 



Transient 


1 Directory 


|// 


EXEC DSERV 


Directory 




1 


DSPLY TD or DSPLYS TD 


















System 


1 Directory 


|// 


EXEC DSERV 


Directory 
















Directories 


|A11 


|// 


EXEC DSERV 

DSPLY ALL or DSPLYS ALL 










Punch Unit 


1 Element 




Control Statements 


















Core Image 


1 Phase 


|// 


EXEC CSERV 


Library 






PUNCH phasel[,phase2,. ..1 




















1 Program 


K/ 


EXEC CSERV 

PUNCH progl. ALL t,prog2. ALL, ...] 












1 Library 


|// 


EXEC CSERV 
PUNCH ALL 










Relocatable 


1 Module 


|// 


EXEC RSERV 


Library 






PUNCH modulel [ ,module2,, . . . ] 




















1 Program 


|// 


EXEC RSERV 

PUNCH progl. ALL [.prog2. ALL,. ..] 




















1 Library 


|// 


EXEC RSERV 
PUNCH ALL 
















■^ _l «■ ■«■*•*■». «B___ll».>K«.«»_._Hl_L.»^.->——-U..iiLi 


Source 


1 Book 


|// 


EXEC SSERV 


Statement 






PUNCH sublib.bookl[,sublib.book2,. . . 1 [,CMPRSD] 


Library 


















1 Sublibrary 


|// 


EXEC SSERV 

PUNCH sublibi.ALL[,sublib2.ALL,. ..] [,CMPRSD] 






1 








T 






1 Library 


]// 


EXEC SSERV 

PUNCH ALL[,CMPRSD] 


. ■ 


1 






Procedure 


1 Procedure 


|// 


EXEC PSERV 


Library 






PUNCH procedurenamel[,procedurename2, , . . ] 












1 Library 


1 


EXEC PSERV 
PUNCH ALL 



L . — X , . — X . ■ . : J 



Figure 22. £>ervice Functions, Example (Part 2 of 3) 
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[Display and 
I Punch Unit 



Element 



Control Statements 



I Core Image, 
[Library 



Phase 



Program 



Library 



// EXEC CSERV 

DSPCH phasel[,phase2, . .. ] 



// EXEC CSERV 

DSPCH progl.ALL[,prog2.?^LL, . . . ] 



// EXEC CSERV 
DSPCH ALL 



[Relocatable 
[Library 



Module 



y- 

[Source 
[ Statement 
[ Library 
I 



Program 



Library 



// EXEC RSERV 

DSPCH modulel[,module2, . . . ] 



// EXEC RSERV 

DSPCH progl.ALL[,prog2.ALL, .... ] 



// EXEC RSERV 
DSPCH ALL 



Book 



Sublibrary 



Library 



// EXEC SSERV 

DSPCH sublib.bookl [,aublib.book2, . . . ] [,CMPR!SD] 



// EXEC SSERV 

DSPCH sublibl.ALLt,3Ublib2.ALL,...] [,CMPRSD] 



// EXEC SSERV 

DSPCH ALL[,CMPRSD] 



'Procedure 
jibrary 



Procedyre 



Library 



// EXEC PSERV 

DSPCH procedurenamel [ , pr6cedurename2 , 



.1 



// EXEC PSERV 
DSPCH ALL 



N ot e; // JOB, /♦, and /S must be included where needed. 
Figure 22. Serv'.ce Functions, Example (Part 3 of 3) 
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I Copy Unit \ Element 



Control Statements 



1- ^ 


— +— 


, 


iCore Image 1 Phase 


|// 


ASSGN SYS002,X'cuu' 


1 Library | 


1 


DLBL iJSYSRS, 'DOS/VS SYSTEM RESIDENCE 
FILE' , date, code 




|// 


EXTENT SYS002, balance of extent information 




1 
1 


EXEC CORGZ 

ALLOC CL=cylin (tracks ) ,RL=cylin( tracks ) , 
SL=cylin (tracks ) , PL=cy lin ( tracks ) 


1 L ,____^ 


1 
J 


COPYC phasel[,phase2, . .. ] 


1 r ■ ■^— — 

1 j Program 


T 


ASSGN SYS002,X'cuu' 




\// 
1 


DLBL IJSYSRS, VDOS/VS SYSTEM RESIDENCE 
FILE' , date, code 




|// 


EXTENT SYS002, balance of extent information 




1// 

1 

1 


EXEC CORGZ 

ALLOC CL-cylin (tracks) ,RL=cylin (tracks) , 
SL=cylin (tracks) ,PL=cylin( tracks) 


1 . L ,.___«.: .' 


1 
i 


COPYC progl.ALL[,prog2.ALL,. . . ] 


1 . IT ~ — 

1 1 Library 


|// 


ASSGN SYS002,X'cuu' 


1 .1 


1 


DLBL IJSYSRS, 'DOS/VS SYSTEM RESIDENCE 
FILE ', date , code 


1 - 1 


|// 


EXTENT SYS002, balance of extent information 


1 1 
1 1 

1 1 

r ' 1 


1 

1 
1 


EXEC CORGZ 

ALLOC CL=cylin (tracks) ,RL=cylin (tracks) , 

SL=cylin (tracks) , PL=cylin ( tracks ) 
COPYC ALL 


L J. 


!_: 




r 1 — 


^ 


-..,.l^«.«-— u^>»^«»«»^ — •-•——«■ —•-._... _^_^^_^ __—^^_^ .I. «»•___«.——. -.—. — — — >—*~ — 


1 Relocatable j Module 


|// 


ASSGN SYS002,X'cuu' 


1 Library | 


1 


DLBL IJSYSRS, 'DOS/VS SYSTEM RESIDENCE 
FILE' , date, code 




|// 


EXTENT SYS002, balance of extent information 




1 


EXEC CORGZ 

ALLOC CL=cylin (tracks) ,RL=cylin (tracks) , 




-. 1 


SL=cylin (tracks) ,PL=cylin( tracks) 


• 1 


1 
.__ __j. 


COPYR modulel [, module 2, . . . ] 


1 Y ' 

1 1 Program 


'T 


ASSGN SYS002,X'cuu' 




1 


DLBL IJSYSRS, 'DOS/VS SYSTEfl RESIDENCE 
FILE' , date, code 




|// 


EXTENT SYS002, balance of extent information 


1 L ; 


1 

1 

1 
J. 


EXEC CORGZ 

ALLOC CL-cylin (tracks ) , RL=cy lin ( tracks ) , 

SL=cylin (tracks) ,PL=cyliri( tracks) 
COPYR progl.ALL[,prog2.ALL,. ..] 


1 j. 

1 1 Library 


T 


ASSGN SYS002,X'cuu' 




1 


DLBL IJSYSRS, 'DOS/VS SYSTEM RESIDENCE 
FILE', date, code 




|// 


EXTENT" SYS002, balance of extent information 




|// 

1 
1 
1 


EXEC CORGZ 

ALLOC CL=cylin(tracks) ,RL=cylin(tracks) , 

SL=cylin (tracks) ,PL=cylin( tracks) 
COPYR ALL 



L L . X ; J 



Figure 23. Copy Function, Example (Part 1 of 5) 
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^ . ^ ._. 

I Copy Unit | Element 



Control Statements 



Source 
Statement, 

Library 



Book 



Sublibrary 



Library 



ASSGN SYS002,X'cuu' 

DLBL IJSYSRS,'DOS/VS SYSTEM RESIDENCE 

FILE' , date > code 

EXTENT SYS002, balance of extent information 

EXEC CORGZ 

ALLOC CL=cylin (tracks) ,RL=cylin( tracks) , 

SL=cylin (tracks) ,PL=cylin( tracks) 
COPYS sublib.bookltV3ublib.book2,. ..] 



ASSGN SYS002,X'CUU' 

DLfeL IJSYSRS,'DOS/VS SYSTEM RESIDENCE 

FILE', date, code 

EXTENT SYS002, balance of extent information 

EXEC CORGZ 

ALLOC CL=cylin(tracks) >RL=cylin(tracks) , 

SL=cylin (tracks) ,PL=cylin (tracks) 
COPYS suhlibl . ALL [ ,sublib2 . ALL, . . . ] 



// ASSGN SYS002,X'CVIU' 

// DLBL I JSYSRS,'DOS/VS SYSTEM RESIDENCE 

FILE' , date, code 
// EXTENT SYS002, balance of extent information 
// EfXEC CORGZ 

ALLOC CL=cylin (tracks) ,RL=cylin( tracks ) , 
SL=cylin(tracks) ,PL=cylin(tracks) 

COPYS ALL 



Procedure 
Library 



Procedure 



Library 



ASSGN SYS002,X'CUU' 

DLBL IJSYSRS,'DOS/VS SYSTEM RESIDENCE 

FILE • , date, code 

EXTENT SYS002, balance of extent information 

EXEC CORGZ 

ALLOC CL=:cylin (tracks) ,RL=cylin( tracks) , 

SL=cylin (tracks) ,PL=cylin (tracks) 
COPYP procedurenaitiel ( , procedurename2 , . . . ] 



ASSGN SYS002,X'cuu' 

DLBL IJSYSRS, 'DOS/VS SYSTEM RESIDENCE 

FILE' , date, code 

EXTENT SYS002, balance of extent information 

EXEC CORGZ 

ALLOC CL=cylin (tracks) ,RL=cylin (tracks) ,, 

SL=cylin (tracks) ,PL=cylin( tracks) 
COPYP ALL 



Libraries 



All 



ASSGN SYS002,X'CUU' 

DLBL IJSYSRS, 'DOS/VS SYSTEM RESIDENCE 

FILE' , date, code 

EXTENT SYS002, balance of extent information 

EXEC CORGZ 

ALLOC CL=cylin (tracks) , RL=cylin (tracks) , 

SL=cylin (tracks) , PL=cylin( tracks) 
COPY ALL 



Figure 23. COPY Function, Example (Part 2 of 5) 
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1 Copy . Unit [Element 



■h 



Control Statements 



j Definition 
I of a 
j Private 
I Library 
I (Note 2) 



Core 
Iitiage 



Relocatable 



Sourcfe Statement 



// 
// 






ASSGN SXS003,X'cuu' ' 

DLBL IJSYSPC,'user identification of 

private library '^datfe, code 

EXTENT SYS003, balance of extent information 

EXEC CORGZ - 

NEWVOL , CL=cy lin ( traqks ) 



// ASSGN SYSRLB,X'cuu' 

// DLBL IJSYSRIj,'use^. identification of private 

library',, date, code 
// EXTENT SYSRLB,balance of extent information 
// EXEC CORGZ 

NEWVtiL Rt=cy lin (tracks) 



// ASSGN SYSSLB,X'cuu' 

// DLBL IJSYSSL,'user identification of piriVate 

library*, date, code 
// EXTENT SYSSLB, balance of extent information 
// EXEC CORGZ 

NEWVOL SL=cylin (tracks) 



Definition 
and 

Creation, of 
a Private 
Library 
(Note 2) 



Core 
Image 



ASSGN SyS003,X'cuu' 

DLBL IJSYSPC,' user identification of 

private library', date, code 

EXTENT SYS003, balance of extent information 

EXEC CORGZ 

NEWVOL CL=cylin(1:racks) 

COPYC operands 



Relocatable 



// 
// 



// 
// 



ASSGN SYSRLB,X'cuu' 

DLBL IJSYSRL,'user identification of private 

library' , date, code 

EXTENT SYSRLB, balance of extent information 

EXEC CORGZ 

NEWVOL RL=cylin( tracks) 

COPYR operands 



Source Statement 



// 
// 



ASSGN SYSSLB, X'cuu^ 

DLBL IJSYSSL," user identification of private 

library' , date, code 

EXTENT SYSSLB, balance of extent information 

EXEC CORGZ 

NEWVOL SL=cy lin (tracks) 

COPYS operands 



Merge System 
Residence to 
New System 
Residence 



// ASSGN (statements as required) 

// DLBL IJSYSRS,'NEW SYSTEM RESIDENCE' , date, code 
// EXTENT SYS002, balance of extent information 
// EXEC CORGZ 

MERGE RES,NRS 

COPY statements (COPYC, COPYR, COPYS, COPYP, 

COPYI) as required 



Merge New 
System 
Residence 
to JJystem 
Residence 



// ASSGN (statements as required) 

// DLBL IJSYSRS,' NEW SYSTEM RESIDENCE' , date, code 
// EXTENT SYS002, balance of extent information 
// EXEC CORGZ 

MERGE NRS,RES 

COPY statements (COPYI, COPYC, COPYR, COPYS, 

COPYP) as required 



Figure 23. Copy Function, Example (Part 3 of 



5) 
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jcopy Unit j Element 
^ 4- 



Control Statement 



Merge System | |// ASSGN (statements as required) | 

Residence | |// DLBL I JSYSRL, ' PRIVATE RELOCATABLE | 

to Private j | LIBRARY' , date,. code | 

Libraries | j// EXTENT SYSRLB, balance of extent information j 

1 j// DLBL IJSYSSL," PRIVATE SOURCE STATEMENT | 

1 I LlfiRARY', date, code j 

I |// EXTENT SYSSLB, balance of extent information | 

1 |// DLBL IJSYSCL,' PRIVATE CORE IMAGE j 

i 1 LIBRARY', date, code j 

1 |// EXTENT SYSCLB, balance of extent information | 

1 1 ASSGN SYSCLB, X'cuu' | 

1 j// EXEC CORGZ 1 

1 1 MERGE RES,PRV | 

1 1 COPY statements (COPY^I, COPYR, COPYS, COPYC) as j 

1 I required j 

4- _ +_ — _ — -_^_- _ — ^ 

Merge New | |// ASSGN (stateirents as required) | 

System | |// DLBL IJSYSRS,'NEW SYSTEM RESIDENCE' , date, code j 

Residence | j// EXTENT SYS002, balance of extent information j 

to Private | |// DLBL IJSYSRL,' PRIVATE RELOCATABLE < j 

Libraries | | LIBRARY' , date, code j 

1 |// EXTENT SYSRLB, balance of information | 

1 j// DLBL IJSYSSL, 'PRIVATE SOURCE STATEMENT | 

1 1 LIBRARY' , date, code j 

1 |// EXTENT SYSSLB, balance of extent information | 

1 j// DLBL IJSYSCL, 'PRIVATE CORE IMAGE j 

1 LIBRARY' , date, code | 

|// EXTENT SYSCLB, balance of extent information j 

1 1 ASSGN SYSCLB, X'cuu' | 

I |// EXEC CORGZ 1 

1 1 MERGE NRS,PRV j 

1 1 COPY statements (COPYR, COPYS, COPYC) as required j 

J. _ _!.- - -— • - — - — — -4 


- t — — t . 1 

Merge | |// ASSGN (statements as required) | 

Private | |// DLBL I JS YSPR, ' PRIVATE RELOCATABLE | 

Libraries | | LIBRARY' , date, code j 

to System | [//EXTENT SYSOOl, balance of extent information j 

Residence j |// DLBL I JSYSPS, ' PRIVATE SOURCE STATEMENT | 

1 1 LIBRARY' , date, code | 

1 |// EXTENT SYSOOO, balance of extent information j 

1 |// DLBL IJSYSPC,' PRIVATE CORE IMAGE | 

1 1 LIBRARY' , date, code j 

1 |// EXTENT SYS003, balance of extent information | 

1 |// EXEC CORGZ 1 

1 1 MERGE PRV,RES | 

1 1 COPY Statements (COPYR, COPYS, COPYC) as required | 



Figure 23. Copy Function, Example (Part 4 of 5) 
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jcopy Unit j Element 



Control Statement 



Merge 
Private 
Libraries to 
Nev» System 
Residence 



// ASSGN (statements as required) 

// DLBL IJSYSRS,'NEW SYSTEM RESIDENCE' , date, code 
// EXTENT SYS002, balance of extent information 
// DLBL IJSYSPR,' PRIVATE RELOCATABLE 

LIBRARY' , date, code 
// EXTENT SYSOOl, balance of extent information 
// DLBL USYSPS,' PRIVATE SOURCE STATEMENT 

LIBRARY', date, code 
// EXTENT SYSOOO, balance of extent information 
// DLBL IJSYSPC,' PRIVATE COR^ IMAGE 

LIBRARY' , date, code 
// EXTENT SYS003, balance of extent information 
// EXEC CORGZ 

MERGE PRV,NRS 

COPY statements (COPYR, COPYS, COPYC) as required 



Merge 
Private 
Libraries 
to Private 
Libraries 



// ASSGN (statements as required) 

// DLBL IJSYSRL,'NEW PRIVATE RELOCATABLE 

LIBRARY ', date, ccJde . 
// EXTENT SYSRLB, balance of extent information 
// DLBL IJSYSPR," EXISTING PRIVATE RELOCATABLE 

LIBRARY' , date, code 
// EXTENT SYSOOl, balance of extent information 
// DLBL USYSSL, 'NEW PRIVATE SOURCE STATEMENT 

LIBRARY' „ date, code 
// EXTENT SYSSLB, balance of extent information 
// DLBL USYSPS, 'EXISTING PRIVATE SOURCE STATEMENT 

LIBRARY',, date, code 
// EXTENT SYSOOO, balance of extent information 
// DLBL IJSYSCL,'NEW PRIVATE CORE IMAGE 

LIBRARY' , date, code 
// EXTENT SYSCLB, balance of extent information 
ASSGN SYSCLB, X'cuu' 
// DLBL IJSYSPt,' EXISTING PRIVATE CORE IMAGE 

LIBRARY' , date, code 
// EXTENT SYS003, balance of extent information 
// EXEC CORGZ 

MERGE PRV,PRV 

COPY Statements (COPYR, COPYS, COPYC) as required 

To_def ine_the_griva te_librar]£_in_the_same_iob_s teg^ 



E£§cede_J3ERGE_with_a_NEWV0L_stateraentj;___exce£t_for 



COPYC statements. 



Notes : 

1. // JOB, /♦, and /S roust be included where needed. 

2. The private library can be updated with either a MAINT or a copy MERGE function. 

Figure 23. Copy Function, Example (Part 5 of 5) 
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System Buffer Load (SYSBUFLD) 



SYSBUFLD is a special service program t^at 
loads the OCB (Universal Character Set 
Buffer) and the FCB (Forms Control Buffer) 
for the 3203, 3211, and 5203 printers with 
buffer load phases. For a 5203 without the 
universal character set (UCS) feature, only 
the FCB is loaded. To load the UCE of the 
printers, the corresponding buffer load 
phases must reside in the core image 
librarjy with valid phase names. SYSBUFLD 
is self-relocating and requires 2K of 
storage for its operation. 

SYSBUFLD is executed in your job stream 
when it is necessary to change the contents 
of either the UCB or the FCB. This program 
is distinct from job control and is 
initiated by the statement: 

// EXEC SYSBUFLD 

SYSBUFLD then reads a control card from 
SYSIPT, which identifies the unit and the 
type of buffer load to be performed. The 
format of this card for the FCB is: 

FCB SYSxxx [,phasename] 

The format of the card for the UCB is: 

UCB SYSxxx [,phasename] 
[,FOLD] [,NOCHK] 
CNULMSG] 

Note: For each of these formats, a name in 
the name field must not be used. 

Operation 

The operation defines the type of buffer 
load to be performed. 

FCB operation loads either a phase in a 
core image library or an FCB card load (on 
SYSIPT following the SYSBUFLD control card) 
into the FCB in the control unit. The 
EBCDIC characters of the FCB load 
correspond to the lines of printing for any 
single form. The maximum number of lines 
per form is 192 for 3203, 180 for 3211, and 
112 for 5203. When a form-skip corrraand is 
issued to the printer, forms movement is 
initiated. A character of the form-skip 
command is compared to the character in the 
FCB. When a match occurs, forms movement 
is terminated. Thus, the FCB can adapt the 
printer to many variable forms. 

UCB operation loads the phase from a 
core image library into the UCB in the 
control unit. The UCB load corresponds to 
the print positions on the printer trains. 



A character sent to the printer for 
printing is matched against the character 
in the UCB. When a match occurs, the 
corresponding train character is printed in 
the Printline position that the output 
character occupied. Thus, with the use of 
SYSBUFLD and the trains available, the 
printers can be adapted to many printing 
applications. 

The following standard UCB load phases 
are supplied in the core image library: 

,. ^ . ^ ^ ^ 

I Printer | Phase Name | Train Type | 

^ 1 1 — . — I 

I 3203 I $$BUCB3 j AN j 
^ f 1_ ^ 

I 3211 I $$BUCB I All I 

j. ^ : — 4.^_ ^ 

j 5203 I $$BUCB5 j AN | 

L L. X^ J 



Additional UCB loads (including a copy of 
the standard one) are supplied in the 
relocatable library: 



i Printer j Module Name 
^ 1 



.J. — -1 

I Train Type | 



3203 




IJBTRAN 




/AM or HN 1 
\GN 1 






IJBTRGN 








IJBTRHN 




HN 1 






IJBTRPAN 




PCS- AN 1 






ij6trphn 




PCS-HN 1 






IJBTRPN 




PN 1 






IJBTRQNC 




QNC 1 






IJBTRQN 




QN 1 






CJBTRRN 




RN 1 






IJBTRSN 




SN 1 






IJBTRTN 




TN 1 






IJBTRYN 




YN 1 






IJBTRALA 




ALA 1 




1. _ 




. 1 


4 






~ 


t 


- -J 


3211 


x 


IJBTRAll 
IJBTRGll 
IJBTRHll 
IJBTRPll 
IJBTRTll 


. J 


All 1 
Gil 1 
Hll 1 
Pll 1 

Til 1 

J 








T- 


^ 


5203 




IJBTRAN 
IJBTRGN 
IJBTRPN 
IJBTRHN 




AN or HN 1 

GN 1 
PN 1 
HN 1 



The additional UCB loads must be cataloged 
to a core image library before their 
execution. They can be assigned any valid 
phasename. 
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For dualing feature support during IPL 
(applies to 3203, 3211, and 5203 printers) 
develop your own buffer image and catalog 
it into the core image library with the 
phasename $$BUCB3 for the 3203, $$EUCB for 
the 3211, and $$EUCB5 for the 5203. (Refer 
to the publication 'lBM_3211/3216/3811 
Component _Descri£tion_and_02er at ing 
EE2£§^M£§§.» GA24-3543, for further 
information on the dualing capability) . 

It is your responsibility to: 

• Assemble, link-edit, and catalog any FCB 
load phases into the core image library 
and 

• Link-edit and catalog any IBM-supplied 
UCB load phases or assemble, link-edit, 
and catalog any user-written UCB load 
phases into the core image library, and^ 

• Mount the new train before the UCB is 
loaded. 



Operands 

SYSxxx 

The name of the logical unit assigned to a 
3203, 3211, or 5203 printer to be loaded is 
SYSxxx. It roust be SYSLST, SYSLOG, or a 
programmer logical unit. 

Note: If SYSLOG is specified in the 
SYSBUFLD control statement, it must be 
assigned to a 3203, 3211, or 5203. 

ghasename 

The core image name of^f the phase containing 
the applicable buffer load. If FCE is 
specified and phasename is omitted, an FCB 
card load from SYSIPT is assumed. 

FOLD 



UCB has been loaded, the program skips to 
channel I, issues a print t)f the last 80 
characters in the phase,, and again skips to 
channel 1. This is repeated for each 
message. 



This message could identify the phase 
that was loaded. During a UCB load, the 
train of the printer could be identified by 
printing a unique character of the train in 
the message. This would ensure that the 
mounted train of the printer is -compatible 
with the contents of the UCB. 



M25!*_t2^U§§_§XSBUFLD 

The UCE phase format for the 3211 is: 



432-character 
UCB load 



80-character 80-ch,aracter 
field (see verification 
User Written message 
UCB_Load 
Phase) 



The UCB phase format for the 3203 and 5203- 
is: 



240-character 
UCB load 



80-character 
verification 
message 



The FCB phase format for the 3203, 3211, 
and 52 03 is: 



nnn-character 
. FCB load 



80-character 
verification 
message 



where nnn = 192 for 3203 
180 for 3211 
112 for 5203 



FOLD signifies that the UCSB butter is to 
be loaded with the folding operation code 
to permit printing of uppercase for 
lowercase bit configurations. FOLD is 
optional and only valid for UCB. 

NOCHK 

NOCHK prevents the data checks that are 
generated by the printer because of 
Printline character mismatches with the 
UCSB. NOCHK is optional and only valid for 
UCB. 

NULMSG 

NULMSG signifies that the 80-character 
verification message is not to be printed 
on SYSxxx cifter the buffer is loaded. If 
NULMSG is not specified after the FCB or 



If the FCB phase for. a 3211 includes the 
indexing control byte, the phase format is; 



181-character 
FCB image 



80-character 
verification 
message 



Note_li Other than $$BFCB (3211), $$BFCB3 
T3203T, and $$BFCB5 (5203), which are 
loade^ by IPL, no additional FCB loads are 
supplied by IBM. 

Note_2x Both a UCB phase and an FCB phase 
roust include the 80-character verification 
message. 

The FCB card format is: 

FCB load 

(maximum of 112, 180, or 192 bytes) 
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cols 1 8 11 



20 



29 



35 



45 



65 



80 



1 11 1 II I I 

Card 1 1 2 3 ^ 

Card 2 5 

Card 3 C X 

* EXAMPLE OF FCB CARD LOAD 6 LPI, 180 LINES PER PAGE 

Card 1 ♦ I 2 3 U 

Card 2 5 

Card 3 C X 

* EXAMPLE OF FCB CARD LOAD 8 LPI, 180 LINES PER PAGE. (NOTE: * IN 

* COLUMN 1 OF CARD 1 ) 

Card 1 ♦C 1 X 

* EXAMPLE OF FCB CARD LOAD FOR PRINTING 8 LPI. CHANNEL 1 IS THE FIRST 

* LINE AFTER THE PAGE PERFORATION. IT IS NECESSARY TO KEEP THE FCB 

* SYNCHRONIZED WITH THE FORM; HOWEVER, IT IS NOT NECCESSARY TO 

* INITIALLY ALIGN THE FIRST LINE OF THE PAGE WITH THE FIRST POSITION 

* OF THE FCB. THIS EXAMPLE IS FOR A FORM WITH 20 LINES PER PAGE WITH 

* PRINTING* ON l** LINES. 



Figure 2U. FCB Card Load Examples for 3211 Printer 



The verification message is nbt allowed. 
Figure 24 contains examples of FCB card 
loads for the 3211. 

The FCB characters for phase and card 
format are: 



Channel 
lQ3i£§tion 

Null (Space) 



Channel 1 

Channel 2 

Channel 3 

Channel 4 

Channel 5 

Channel 6 

Channel 7 

Channel 8 

Channel 9 

Channel 10 

Channel 11 

Channel 12 

End of FCB 

8 Lines per inch^ In 



Phase 

Format 

(ih„Hex) 

00 
01 
02 
03 
04 
05 
06 
07 
08 
09 
OA 
OB 
OC 
In 



SYSIPT 
Card Code 

blank 

1 

2 

3 

4 

5 

6 

7 

8 

9 

A 

B 

C 

X 



(in col. 1) 



^(Applies to 3211 only. The 3203 and 5203 
have a hardware switch to indicate the 
line density. ) 

Note: Channel and End-of -Forms cannot be 
indicated in the same line for the 3203 or 
the 5203. 

When the FCB phase format is used, bit 
position 3 (the flag bit) of any channel 
indication specifies the end of the buffer 
(for example, X'lC) and, if used for a 



3211 in the first buffer position, printing 
is forced to 8 lines per inch (for example, 
X'll'). When the FCB is being loaded from 
SYSIPT, an X must be used to indicate the 
end of the buffer. 

Figure 25 is an example of how to use 
SYSBUFLD. In the example, the first job 
step of each job loads the FCB from a 
core-image phase and the UCB. 

r- ■ • 1 

|// JOB ONE 

|// EXEC SYSBUFLD (load the FCB and 

FCB SYSLST, PHASEl UCSE for PROGOOl) 

OCB SYSLST, UCBPHOOi, FOLD, NOCHK,NOLMSG 
|/* 

|// EXEC PROGOOl 
|/* 
|/S 

|// JOB TWO 
|// EXEC SYSBUFLD (load the FCB and| 

UCB SYSLST, UCBPHOO 2 UCSB for PROG002) 

FCB SYSLST, PHASE? 
|/* 

|// EXEC PROG002 
|/* 
|/6 
L . . . J 

Figure 25. Example of System Buffer Load 



y§ER2WRITTlN_FCB_L0AD_PHASE 



Figure 26 shows how PHASEOOl might be 
defined, assembled, and cataloged to the 
coire image library for an FCB load. 
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// JOB FGBXMPLE 

// OPTION CAT AL, DECK 

// EXEC ASSEMBLY 
PUNCH • PHASE PHASE001,+0' 
START 

DC X'Ol' CHANNEL 1 6 1ST LINE OF PA3E * 
DC XL64"00' 64 LINES OF PAGE 
DC X'lC CHANNEL 12 6 LAST LINE PAGE 
DC XL114'00' UNUSED BUFFER POSITIONS 
DC CLSO'FCE PHASEOOl LOADED' MESSAGE 
END 

/* 

// EXEC LNKEDT 

/6 
t^ . __ ____ _ j . 

♦Channel and End-of -Forms cannot be | 
indicated in the same line for the 3203 6r 
5203. 



Figure 26. • FCB Load Program 



An example of the instructions that should 
be written for these printers is given 
below: 



DC XL63'00' 
DC X'OC 
DC X'lO' 



63 LINES OF PAGE 
CHANNEL 12 
END OF FORMS 



SYSBUFLD MESSAGES 



Appropriate messages are issued when an 
invalid parameter specification is made or 
when a required parameter is omitted. With 
the exception of an invalid phasename, all 
errors on the control card may be corrected 
through SYSLOG. An invalid phasename 
cancels the job. 



SYSBUFLD UNDER POWER/VS 



POWER/VS supports spooling of 3203, 3211, 
and 5203 UCB and FCB load commands as given 
by the service program SYSBUFLD. 

When jobs are executed under POWER/VS, 
pages are formatted by posting channel 9 
and channel 12 as specified in the LINETAB 
parameter of the * $$ PRT statement. (For 
a description of the * $$ PRT statement 
refer to the chapter POWER/VS . ) When the 
output of the job is finally printed, skip 
operations are performed according to the 
current contents of the forms control 
buffer. The contents of the buffer must 
therefore correspond to the specifications 
of the LTAE operand. 



USER-WRITTEN UCB LOAD PHASE 



LOADING AN FCB 



If your 3203, 3211, or 5203 uses a special 
train configuration, then you must 
assemble, link-edit, and catalog the UCB 
load phase for the special train into the 
core image library. The UCB load phase 
format for the 3211 is: 



Position 
1-U32 



U33-a47 
aU8-511 



512 
513-592 



Cornment 
Train image. The hexadecimal 
equivalent of all characters on 
the train. 
Zeros. 

Associative field. This is used 
by. the 3811 Control Unit to 
check for invalid hexadecimal 
characters sent to the 3211.- 
For a complete description of 
this field and how to prepare 
it, see IBM_3211/3216/3811 
Cqmporient . , jJggS gip;^ 4°^ ^^^ 
oii:£§tiQi_l£2£§^2£§§/ GA24-3543. 
ZeroT ~ " 

Verification message. 



The UCB load phase format for the 3203 and 
5203 is: 

Position S2S!!S§St 

1-240 Train image. The hexadecimal 

equivalent of all characters on 
the train. 

2U1-320 Verification message. 



The contents of an FCB may be changed 
anywhere within a job entry. The job to 
load an FCB may also be subpiitted as a 
single job entry. 

A job entry that loads a special buffer 
should reset the buffer to its normal 
contents before the job entry is 
terminated. If that is not possible, the 
FCB may be reset by submitting a separate 
FCB load job entry that resets the buffer 
to normal contents. 



LOADING A UCB 

A UCB may be loaded under control of 
POWER/VS by submitting the following 
statements anywhere within a job entry: 

[// JOE] 
// EXEC SYSBUFLD 

UCB SYSLST, phasename, FOLD, NOCHK 
[/6] 

This job may also'be submitted as a 
separate job entry. 

A UCB load is executed as soon as xt is 
encountered in the print-line, image stream. 
It does not force POWER/VS to stop 
printing. Note: NOCHK must always be 
specified in the UCB card to avoid data 
checks in the print writer routine. 
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Appendix A: Job Control Summary 



Appendix A contains a summary of the 
following: 



• Job Control Statements (JCS) which roust 
be preceded by // blank in positions 1, 
2, and 3. 

• Job Control Commands (JCC). 

• Attention Routine Commands (AR) . 

The-J'OWER/VS statements and commands are 
summarized in A£gendix_C. 
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operation 

ALLOC 
Valid for 
JCC, AR 



Operand 



M=nK[,F2zrnld[,F3=nK][F4=nt^ 



Allocates foreground program areas in the virtual addres* 
area. Value of n is an even number F and either (inactive) 
or a minimum of 64 (active). The order of operands is 
arbitrary. At least one operand must be specified. 



ALLOCR 
Valid for 
JCC, AR 



[BGR=nK., r,FIR=nKl 

,F2R=:nKj rFSRsniq 

F4R=nKl I J 



Allocates real address area among foreground and bacli- 
ground programs. Value of n is zero or even number. 
The order of operands is arbitrary. At least one operand 
must be specified. 



ALTER 
Valid for 
AR 



Alters 1 to 16 bytes 9f vinual storage, xxxxxx is the 
hexadecimal address where alteration is to start. 



TT 



ASSGN 
Valid for 
JOS, JCC 



tOlJB.'LdiaiSt. 



SYSxxx,l X'cuu' ) rTEMP"! 



I (address-list)! 
(SYSyyy 
luA 
IGN 



[.PERMJ 



SYSxxxYX'cuo' \ rTEMP]r,VOL=no|[.SHi] 

(address-list)) LpERM 
iSYSyyy "• -■ 

(disk 

1 2311 
[2314 
3330 
13340 



SYSxxx.fX'cuu' y 

I (address-list) |\ 
{ SYSyyy > 
f DISKETTE I 
A 3640 ) 



EtempI 
permJ 



SYSxxx can t>e 


SYSROR 




sysipt 




SYSIN 




SYSPCH 




syslst 




SYSOUT 




SYSLOG 




SYSLNK 




SYSREC 




SYSRLB 




SYSSLB 




SYSCLB 




SYSnnh 


X'cuu': 


CsO-6 




uu = OP-FE 10-264) in hax 


address-list: 


a list of up to seven device 




addresses in the form 




(X'cuu',...,X'cuu') • 


UA: 


unassign 


IGN: 


unassign and ignore (Invalid 




for SYSCLB, SYSROR. 




SYSIPT, and SYSIN) 


SYSyyy: 


any system or prograntmer 




hMicalunit 



ESLJSRSI 

SYSxxx,! X-cuu' \rX'ssirTEMp|[vOL=nol 

(addrass-listUALTJ[PEmj '' 




device-class: READER, PRINTER, 
PUNCH, TAPE, DISK 
or DISKETTE 



device-type: device code of any suppiortad 
device 



used for magnetic tape only. 



Bytes Translate Convert 



10 


200 


odd 


off 


on 


20 


200 


even 


off 


off 


28 


200 


even 


on 


Off 


30 


200 


odd 


off 


off 


38 


200 


odd 


on 


off 


SO 


566 


odd 


off 


on 


60 


666 


even 


off 


off 


68 


666 


even 


on 


toff 


70 


666 


odd 


off 


off 


78 


666 


odd 


on 


off 


90 


800 


odd 


off 


on 


AO 


800 


even 


off 


off 


A8 


tioo 


even 


on 


off 


BO 


800 


odd 


oH 


o» 


B8 


w 


odd 


on 


off 



Figure 27. Job Control Suramary (Part 1 of 8) 
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N»mc 



Operation 



Oparand 



I ASSGhJ continued) 



BATCH 
Valid for 
AR 



CANCEL. 
Valid for 
AR 



CANCEL 
Valid for 
JCC 



SYSxxx,/ X'cuu' xrTEMp] 
(sddresslistlU^PERMl 
SYSwv 
PRINTER 
1403 
1403U 
1443 
3203 
3211 
5203 
>5203U 



E«rj;ACdirS2ii£U.ns!l« 

rX'cuu' yljEMPl 

(address-list UPE RMJ 

SYSyvv 

PUNCH 

1442N1 
il442N2 

2S20Bt 
f 252082 
. 2520B3: 
b640P^ 
I2S6O 



!2S96 
3525P 
3525RP 

I 5425 



m 



SYSxxx,/ X'cuu' 

<address-listl 
SYSVVV 
READER 
1442N1 
[2501 
I252OBI 
f2540R 
,2560 



Ctemp] 
[permJ 



2596 
[3504 
3505 
3525RP 
M2S 



m 



CO 


800 


CO 


1600 


CO 


1600 


C8 


800 


DO 


6250 


P° 


6250 


ALT 




HI; 





PERM: 
TEMP: 



single denstty 9 track tape 
single density 9 track tape 
dual density 9 track tape 
dual density 9 track tape 
single density 9 track tape 
dual density 9 track tape 



specifies alternate tape unit. 

^Mcifies input hopper one for input on 2560 
or 5425. Is assumed if neither HI nor H2 is 
specified. 

specifies input hopper two for input on 2560 
or 5425 (invalid for programmer units and 
POWER). 

the assignment is permanent. 

the assignment is temporary. 



VOL=no: volume serial numt>er of the tape 
or disk required. 

SHR: indicates the share option for 

disk devices. 



Start, or continue processing. If specified partition was 
halted by STOP command, it is made active; same function 
as START command. 



iBG, 

Ifi I 

|f2 j 
If3 I 

If4 I 



Cancels execution of current lob in specified partition. 



Cancels execution of current lob. 



Figure 27. Job Control Suromatfy (Part 2 <3f 8) 
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Nam* 


Operation 


Operand 


Remarks 




["] 


CLOSE 
Valid for 
JCS, 
JCC 


SVSxxx 


.X'cuu' f.X'ss'l 

,UA 

,IGN 

,ALT 

.SYSyyy 




SYSxxx itDrmaflnatiiaaDii toxCASQllCfjiiily) 
SYSyyy 1 

SYSPCH SYSIN 
SYSLST SVSRDR 
SYSOUT SYSIPT 
• SVSnnn ' SYSPCH 

X'cuu',X'si',UA,IGN,ALT: Values as described in ASSGN 
command.. 




II 


DATE 
Valid for 
JCS 


mm/dd/vv 

Of 
dd/mm/yv 


mm; month (01-121 
dd: day (01-31) 
yy: year ((X>-99) 




II 


OLAB 
Valid for 
JCS 


label fields 1-3', C 
xxxx,vvddd,yvddd,'tyitenncode'rtVpej 


'label fields 1-3': first three fields of Format 1 DASD file 

label. Is a SI -byte character string, contained 
within apostrophes and followed by a comma. 
Entire 51 -byte fiel^ must be contained in the 
first of the two statements. Field 1 is the file 
name (44-byte alphameric); field 2 is the format 
identifier (1-byte numeric); field 3 is the file 
serial number (6-byte alphameric), 

C: any nonblank character in column 72. 

xxxx: volume sequence number (4-digit numeric). 
Must begin in column 16 of the continuation 
Statement. Columns 1-1S are blank. 

yyddd.yyddd: file creation date followed by file expiration 
date. Each is S-digit numeric. 

'system code': not required. When used, a 13-character string, 
within apostrophes. 

type: SO, DA, ISC, or ISE. If omitted, SD is assumed-. 




II 


OLBL 
Valid for 
JCS 


filename, ['file-ID' ] , [date ] , 
[corlet] , [DSF 1 [BUFSP=:n ], 
i:CAT=fllename] 
(JiaaNotel) 


filename: one to seven alphameric characters,' the first of 
which must be alphabetic. 

'file-ID': one to forty-four alphameric characters (one to 

eight alphameric characters for the 3540 diskette). 

date: one to six characters (yy/ddd for expiration date 
or yyddd for retention period). 

■ 
codes: two to four alphabetic characters. 

■ 
DSF: data secured file. Invalid for 3540 diskette and for VSAM. 

BUF SP=n: for VSAM files. One to six digits (0-999999). 

CAt=filenMT)a for VSAM files. For filename specify one to 
seven elphameric characters. 






DSPLY 
Valid for 


XXXXXX 


Displays 16 bytes of virtual storage. 






DUMP 
Valid for 
AR 


^ iRaQn 

T Fn 

BGS 

FnS 

PDAREA 

aildres,a(ldrets 


Dumps specified areas of virtual storage: 
'Parameter causes dump on the SYSLST assigned to 
the specified partition. Default is BG SYSLST. 

tilanli: general registers plus all real and virtual partitions 

currently occupied by programs. 
S: general registers, alt real and virtual partitions 

currently occupied by programs, and supervisor 

area. 
BG,Fn: applicable real or virtual partition currently occupied 

by program, and associated registers, n ar 1 , 2, 3, or 4, 
BGS.FnS: applicable real or virtual partition currently occupied, 

registers, and supervisor area, n i< 1 , 2, 3, or 4. 
PDAREA: PD tabl«^PD area, and AAA. 
address, 
address: start and end addresses of storage are to be dumped. 

Associated general registers are also dumped. 





NotBl i tfiftk DLBL iand.EXTENT statements for a private core image library are in the input stream (that is, the information 
isnot contiined.on the lebel cylinder), they must precede the ASSGN SYSCLB command. 

Figure 27. Job Control Summary (Part 3 of 8) 
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Name 


Oparation 


Operand 


Remarkt 




DVCON 


X'cuu' 


X'cuu': c = 0-6 in hex 




Valid for 




uu = 00-FE (0-2&4I in hex 




JCC 








OVCUP 


X'cuu' 


X'cuu': = 0-6 in hex 




Valid for 




uu = 00-FE (0-254) in hex 




JCC 








END or ENTER 


blank 


end of SYSLOG communicationf 




Valid for 




END key for the 3210 and 3215 printer keyboard! 




JCC, AR 




ENTER key for DOC 




ENOSD 


blank 


Terminate* execution .of SD aid* program. 




Valid for AR 






III] 


EXEC 


'[^GIM=]pro8name][,REAL]|;siZE=size1 


PGM'^progname: 


r J 


Valid for 


PROC=procnama[OVJ J 


one to eight alphameric character*. U*ad only if 




JCS and JCC 


the program ii in the core image library. 








REAL: the respective program is to be executed in real 








(TNXle. 








SIZEsSize: can' t>» the following: 








nK: size of area required 








AUTO: take program size 








(AUTO,nK): take program size plus nK. 








PROCseprocnama: 








name of cataloged procedure to be retrieved. 








One to eight alphameric characters. 








OV: irtdicates that overwrite statements follow EXEC 








statement.. 


// 


EXTENT 


svmbolic-unitl 
sarial-numberj^ype], 


symbolic unit: six alphameric chafacters 




Valid for 


serial number: one to six alphameric characters 




JCS 


Mquence-numb«f], 


type: one numeric character 






relative-track]. 


saqueiKe number: one to three numeric characters 






humber-of-tracki], 


relative track: one to five numeric characters 






split-cylinder-track]. 


number of tracks: one to five numeric characters 






[ti=binsl 


split cylinder treck: one or two numeric characters 






(See Note 1 ) 


bins : one or two numeric characters 




HOLD 


■/fiMfsM) 


Used to deactivate a partition. 




Valid for 


\F4[.F3I[,F2I.Fi]/ 






JCC 








IGNORE 


blank 


Ignore abnormal condition. 




Valid for 








AR and JCC 






II 


JOB 


lobname [accounting 


jobname: one to eight alphameric characters 




Valid tor 


information] ♦ 


accounting 




JCS 




information: one to 16 characters 


II 


LBLTYP 


J[TAPE[(nn)]\ 


TAPE : Used when tape files reqoiring label information 




Valid for 


)NSOInn| ( 


are to t>e processed and no nonsequential disk files 




JCS 


^ f 


are to be processed, 
(nn) : Optional and is present only for future expansion 

(it is ignored by iob control). 
NSD: Nonsequential disk files are to be processed, 
(nn): Largest number of extents per single file . 




LFCB 


X 'cuu ',phaa*n«n« 


Causes the FCB image of 




valid for: 


f .FORMS = xxKX ] 


printer X'cuu' to be loaded. 




AR 


[ ,LPI = n ] [ .NULMSG ] 




['] 


LISTIO 


iSYS \ 


Causes listing of I/O assignments on SYSLST for JCS and 




Valid for 


PROG 1 


SYSLOG for JCC. 




JCS 


BG f 






JCC 


Fn / 


Fn sE Physical units assigned to all logical units of 






J ALL I 


foreground partition, n s 1, 2, 3, or 4. 






ISVSxxx/ 








j UNITS I 








/down 1 








UA ) 








\ X'cuu' ' 





^Figure 
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Name 


Operation 


Operand 


Remarks 




LOG 


blank 


Causes logging of job control statements on SYSLOG. 




Valid for JCC 








AR 








LUCB 


X'ciiu'.phasename 


Cauiat the UCB Image o' 




valid for: 


.FOLD ] [ ,NOCHK ] 


printsr X'cuu' to be loaded. 




AR 


.TRAIN = xxxxxx] 

.nulmsg] 






MAP 


blank 


Produces (on SYSLOGI storage areas allocated to 




Valid for JCC 




partitions. 




AR 








MODE 


MR \ 


Changes the mode of operation, changes the EFL 




Valid for 


/ CR I 


threshold values, and gives status information. 




AR 


1 CE.cuu ,l(lxx,y| 1 








\ Df-V] / 


*Na.t£: When HIR or ECC is specified, at least one 






) "^ J I 


of the optional operands must be selected. TH is only 






\ " / 


valid for the Model 145 when ECC.C is specified with 






J STATUS 1 


the MODE command. 






1 HIR '(Tr "1 *|| 








1 ECCnan.Q |;E=:eeee][T=tttt] 1 








\ CilTH y 






MSG 


BG\ 


Transfer control to an operator communications 




Valid for 


F1 


routine of a particular partition previously activated 




AR 


F2 

F3 

I F4 ) 


by a STXIT command. 








["] 


MTC 


opcode, JSYSxx!()[nn] 
IX'cuu' J 


opcode: BSF. BSR. DSE, ERG, FSF. FSR. REW. 




Valid for 


HUN. orWTM. 




JCS 




SYSxxx: any logical unit. 




JCC 




X'cuu': (Only valid for JCC) c = 6. uu = FE (0-2MI 

in hex 
nn: decimal number 101-99). 




NEWVOL 


IbgI 


Indicates that a new volume has been mounted for the 




Valid for 


Fn" 


specified partition. Fn can be specified as F1. F2. F3. 




AR 




or F4. 




NOLOG 


blank 


Suppresses logging of job control statements and commands 




Valid for 




on SYSLOG. except ALLOC. ALLOCR. OVCDN. DVCUP. 




JCC 




EOJ (/&!. EOP (/+). HOLD. JOB, MAP. PAUSE,* and STOP 




AR 




AR affects all partitions in which NOLOG is issued. 






option 1 [.option 2. J 


' option: can be any of the following 


II 


OPTION 


LOG Log control itatamants on SY$LST 




Valid for 




NOLOG Suppress LOG option 




JCS 




DUMP Dump ragiilars, lupervlior arM, and 

temporary raal or virtual partition on 

SYSLST in cast of abnormal (M^ogram and. 
PARtDUMP Dump ragiitara, aalacttd suparvlic control 

-Uocks, and tampofary raal or virtual 

partition on SYSLST in caaa of 

abnormal program and. 
NODUMP Suppress DUMP or PARTDUMP option 
LINK Write output of language translator on 

SYSLN K for llnka* aditing 
NOLINK Suppratt LINK option 
DECK Output object module on SYSPCH 
NODECK Supprai* DECK option 
EDECK Punch source macro definitions on 

SYSPCH 
NOEOECK SupprMi EDECK option 
ALIGN Align comrtanti and data areas on boundariM 
NOALION Suppress ALIGN option 
LIST Output listing of source module on SYSLST 
NOLIST Suppress LIST option 
LISTX Output of object module on SYSLST 
SYM Punch symbol deck on SYSPCH 
NOSYM Supprau SYM option 
XREF Output symbolic crow-reference list on 

SYSLST 
NOXREF Suppress XREF option 
ERRS Output listing of all errors in source program 

on SYSLST 
NOERRS Suppress ERRS option 
ACANCEL Cancel job if attempt to assign device is 

unsuccessful 



Figure 27. Job Control Summary (Part 5 of 8) 
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Nam*. 


Operation Oparand 


Hemarkt 


i. 


(OPTION 


■ 
ominued) 


NO AC ANCE L Await optrator action i( a davict cannot lie . 

anigntd 
CATAL Celalog program or phase in cor« image library a(ter 

complalion o( Linkage Editor run 
STOLABE L CauMt all DASO or tap* labels to be written on the 

standard label track 
USRL ABE L Causes all DASD or tape labels to be written on the 

user label track 
PARSTD Causes all DASD or tape labels to be written on the 

partition-standard label track 
48C 48 ■ character set 
60C 60 ■ character set 
SYSPARMs'strIng' specifies a value (or assembler system variable symbol 

andSYSPARM 
SUBLIB=OF Causes anemWer and ESERV program to ratrlevt 

non-editad macroa and copy-books from D-aubHbrary 

and aditwf macros from th* F-sublifarary of tlia 

source statement library. 
SUBLI B= AE Causes eesembler and ESERV program to ratrtev* 

non-aditad macros from th«A-*ublibrarv and •ditad 

macros from th* E-sublibrary of th* source sU't*fn*nl 

Itbrary. 


["] 


OVENO 
Valid (or 
JCS.JCC 


[comnwnttj 


Indicates end of overwrite statements (or a cataloged procedure. 


["] 


PAUSE 
Valid (or 
JCS 


IcoiTimentsJ 


Causes pause immediately alter processing this statement. PAUSE statement 
is always printed on SYSLOG. If no 3210. 3215. or DOC Is available, the 
stetement is ignored. 




PAUSE 
Valid (or 
AR. JCC 




F1 


Causes pause at end of current job step or at end of job. 




PRTY 
Valid (or 
AR 


[- H 


P = BG, F1, F2. F3. F4. 

Allows the operator to display or change the priority of partitions. 


["] 


RESET 
Valid (or 
JCS 
JCC 




SYS 

PROG 

ALL 

SYSxxx 




Resets I/O devke assignmmn. 

SYSuxx; SYSIN or SYSOUT cannot b* sp#ci(ied. 




ROD 
Valid (or 
JCC 


blank 


Causes all SOR counters lor all nonieleprocessing 
devices on the recorder file on SYSREC to b* updated 
from the SOR counters in storage. 


'II 


RSTRT 
Valid (or 
JCS 


SYSxxx,nnnn[.(ilenaiTw] 


SYSxxx : symbolic unit name device on which the 

checkpoint records are stored. Can be SYSnnn. 

nnnn: four character idantificatlon of the ctieck0oirtt 
racordno be used for restarting. 

filename: symbolic name of the DASD file to be used for 
restarting. 




SET 

Valid lor 
KC . 




.UPSI=nl][.LINEC.T=n2] 
.RCLST=n3jRCPCH=n4] 
.RF=nS]iDATE=n6] 
.HC=n7][sVA=n8|.SDL=n9] 


Cfgii: The order of the operands is arbitrary. 

n1 = 1 to 8 digits of 0. 1, or X. IX = ignore; unspecified 
rightmost positions are assumed to be X.I 

n2 = standard number of lines 130-99) for output on each 
page of SYSLST. 

n3 = decimal number (default = 10(X)I indicating minimum 
numlwr of SYSLST disk records rerruining to tM 
written belore operator warning. 

n4 = decimal number (1(X) 65535) indicating minimum 
numlwr ol SYSPCH disk records remaining to lie 
written belore 0|>erator warning. 

_5 'YE$. I ilttlinn status of recorder 
"\CREATEf file (IJSYSRCl on SYSREC, 

Jmm'tkl'yyl date delaults to system 
"l^ikl mm yy J general ion 

mm: nnonlh (01-121 
(kl: cl.-iyl013tl 
yy: year 100991 



Figure 27. Job Control Summary (Part 6 of 8) 
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Nama 


Operation Operand 


Remarks 




ISETco 


nllnuedl 


1 XES. ) Hard copy file exists. 
n7 = < NO No recording performed. 
CREATE Creates a hard copy file. 

n7 defines the status of the hard copy file on the 
Model 1 15/126 SYSREC. 

nS = storage size in the format InK.nK) for SVA and GETVIS 
area, respectively. 

n9 = specify CREATE to have the system directory list (SDL) 
built in the SVA. 




START 
Valid for 
AR 




F1 
F2 
F3 
F4 




BG: Job control reads next control statement from SYSLOG. 

F1-F4: Specif ies that an inactive or slopped foreground partition 
is to be started. (See also BATCH command.) 




STO'P 
Valid for 
JCC 


blank 


Indicates that there are no more jobs to be executed in partition 
specified. Not valid in a single partition system. 


'/ 


TLBL 
Valid for 
JCS 


filanameX'file-IDltiatetL 
^ile-nrial-numbej, 
(yolume-saquencc-nufnbetl . 
fll(-$equence-numbej, 

[version-numbif] 

Note ; For ASCI 1 file procesiing the 
fourth and fifth operands are called 
Mt Identifier and file tection number, 
respectively. 


filename: one to seven alphameric characters, the first of 
which must be alphabetic. 

'file-ID': one to 17 alphameric characters. 

date: one to six numeric characters (yy/ddd or dddddd). 

ffile serial number (EBCDIC): one to six alphameric characters! 

[set identifier (ASCII): six alphameric characters] 

volume sequence number (EBCDIC)] one to four 

rile section number (ASCII)] numeric characters 

file sequence iHimber: 

one to four numeric characters. 

generation number: 

one to four numeric characters. 

version number: one to two numeric characters. 




TPBAL 
Valid for 
AR 


H 


n = rHOTiber of partitions in which proopssing can 
be delayed (0,1 ;{,..,., number of partitions 
minus one). 

Allows ttte operator to display or alter the status of 
the Teleprooesslng Balancing function. 


II 


TPLAB 
Valid for 
JCS 


'label fields 3-10' 

'label fields 3-13' C 


'label fields 3-10': Indicated fields of the standard tape file label 
for either EBCDIC or ASCII files. A49-byte 
character string, contained within apostrophes. 

. 'label fields 3- 1 3' : Same as above, except that character itrirtg 
is 69 bytes long, requiring a continuation 
character in column 73 of first line. 

C: Any nonblank character in column 72. 




UCS 
Valid for 
JCC 


SYSxxx.phasenanie[.FOLD][BLOCK] 

[.nulmsg] 


Causes the 240character universal character set contained in the 
core image library phase specified by phasename to be loaded as buffet 
storage in the IBM 2821 Control Unit. If SYSxxx is assigned to a 
1403 or 6203 printer, the UCS feature must be present. 




UNBATCH 
Valid for 
JCC 


blank 


Terminates foreground processing. 




UPSI 
Valid for 
JCS 


nnnnnnnn 


n: one to eight characters of 0. 1, or X. 
Unspecified rightmost positions are 
assumed to be X. 




VOL 

Valid for 
JCS 


SYSxxx. filename 


.SYSxxx: symlmlic unit name. 

filename: one to seven alphameric characters, the first 
of which must be alphaliBtic 



Figure 27. Job Control Suminary (Part 7 of 8) 
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Nam* 


Oparation 


Operand 


Remarks 


// 


XTENT 
Valid for 
JCS 


type laquenca.lowar.upaer 
'serial rH>.',SYSxxN[.B2l 


type: 1 for data area (no split cylinder) 

2 for overflow area (for irtdexed sequential file) 
4 for index area (for indexHd sequential file) 
1 28 for date area (split cylinder) 

sequence: sequence numbef of extent within multiextent 
file. Can be to 255. 

lower: lower lirriit of extent in the form B1C1C1C2C2H1H2H2 

where: 








Bf d for 231 1 Of 2314/2319; 0-9 for 2321 
CfC, >(» for 2311 or 2314/2319; 00-19 for2321 
C2C2C2 s 000-199 for 231 1 or 2314/2319, 

000009 for 2321 
H| . for 231 1 or 2314/2319; 0-4 for 2321 
HjHj = 0CM>9 for 231 1; 00-19 for 2321,or 2314/2319. 

Note that the last four strips of subcM1 19 are reserved for Mterhate 
tracks for 2321. 

upper: upper limit of extent in the same form as for lower 
limit. 

'serial no.': B^lphameric-character volume seriel number contained 
within apostrophes. 

SYSxxx: symbolic unit name. 

Bj: for 231 1 or 2314/2319; 0-9 for 2321 . 


II 


ZONE 

VatMfor 

3IC& 


JeAStJ /hh/mm 
(WESTI 


EAST: A geographical position east of Greenwh:h. 
WEST A geographical position west of Greenwich, 
hh: A decimal value in the range 0-12. 
mm: A decimal value in the range 0-G9. 


/+ 


Valid for 
JCS 


|comm>nu| 


IrMicates end of procedure. 


/• 


Valid for 
JCS 


igrwrad 


Indicates end of deta. 


/& 


Valid for 
JCS 


rcommanttj 


Indicates end of iob (EOJIi. 


- 


Valid for 
JCS 


comments 


Cbmment card. Column 2 must be blank. 



Figure 27. job Control Suniniary (Part 8 of 8) 
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1!0BMAT_0F_THE_ESD_C ARD 

Card 
Columns 



1 Multiple punch (12-2-9) . 

Identifies this as a loader card. 

2 - t» ESD — External Symbol Dictionary 
card . 

11 - 12 Number of bytes of information 
contained in this card. 

15 - 16 External symbol identification 
number (ESID) of the first SD, 
PC, CM or ER on this card. 
Relates the SD, PC, CM or ER to a 
particular control section. 

17 - 72 Variable information. 

8 positions - Name 

1 position - Type code hex *00', 
•01*, •02', 'Of, '05', or 'OA' 
to indicate SD, LD, ER, PC, CM, 
or WX, respectively. 

3 positions - Assembled origin 

1 position - Blank 

3 positidns - Length, if an 

SD-type, CM-type, or a PC-type. 
If an LD-type, this field 
contains the external symbol 
identification number (ESID) of 
the SD containing the label. 



73 -■ 



8 May be used by the programmer 
identification. 



for 



l!05?3AT_OF_THE_TXT_CARD 

Card 
Columns 



2 


-a 


6 


-8 


11 


- 12 


15 


- 16 



Multiple, punch (12-2-9). 
Identifies this as a loader card. 

TXT — Text card. 

Assembled origin (address of 
first byte to be loaded from this 
card). 

Number of bytes of text to be 
loaded. 

External' symbol xdentif ipation 
number (ESip) of the control 
section (SD or PC) containing^ the 
text . 



17 - 72 Up to 56 bytes of text -- data or 
instructions to be loaded. 



73 - 80 May be used for program 
identification. 



FORMAT OF THE RLD CARD 

p^rd 
Columns 

1 Multiple punch (12-2-9). 

Identifies this as a loader card. 

2 - H RLD — Relocation List Dictionary 

card. 

11 - 12 Number of bytes of informatioH 
contained in this card. 

17 - 72 Variable information (itiultiple 
items) . 

a. Two positions - (relocation 
identifier) pointer to the 
ESID number of the ESD item 
on which the relocation 
factor of the contents of the 
address constant is 
dependent. 

b. Two positions - . (position 
identifier) pointer to the 
ESID number of the ESD item 
on which the position of the 
address constant is 
dependent. 

c; One position - flag 

indicating type of constant, 
as follows: 



Bits 

0-2 

3 



«-5 



ignored 

- a nonbranch type load 
constant 

i - a branch type load 
constant 

00 - load constant length 

=1 byte 

01 - load constant length 

= 2 bytes 

10 - load constant length 
= 3 bytes 
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73 - 80 



11 - load constant length 
= U bytes 

6 - relocation factor is 

to be added 

1 - relocation factor is 
to be subtracted 

7 - Next load constant has 

different R and P 
identifiers; therefore, 
both R and P must be 
present. 

1 - Next load constant has 
the same R and P 
identifiers; therefore 
they are both omitted. 

Five significant bits of this 
byte are expanded in the RSERV 
printout. 

d. Three positions - assembled 
origin of load constant. 

May be used for program 
identification. 



FORMAT OF THE. END_CARD 

Card 
Columns 

1 Multiple punch (12-2-9). 

Identifies this as a loader card. 

2 - tt END 

6-8 Assembled oricjiri of the label 

supplied to the assembler in the 
END card (optional). 

15 - 16 ESID number of the control 

section to which this END card 
refers (only if 6-8 present) . 



17-22 Symbolic label supplied to the 
assembler if this label was not 
defined within the assembly. 



29 - 32 Control section leftgth (if not 
specified in last SO or PC). 

73 - 80 Not used. 



FORMAT OF THE REP (USER REPLACE) CARD 

Card 
Columns 

1 Mul^tiple punch (12-2^9). 

Identifies this as a loader card. 

2-4 REP -^- Replace text card. 

5-6 Blank. 

7 - 12 Assembled address of the first 
byte to be replaced 
(hexadecimal). Must be right 
justified with leading zeros if 
needed to fill the field. 

13 Blank. 

It - 16 External symbol identification 
number (ESID) of the control 
section (SD) containing the text 
(hexadecimal) . Must be right 
justified with leading zeros if 
needed to fill the field. 

17 - 70 From 1 to 11 4-digit hexadecimal 
fields separated by commas, each 
replacing two bytes. A blank 
indicates the end of information 
in this card. 

71 - 72 Blank. 



73 



80 May be used for program 
identification. 
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Figures 28, 29, and 30 summarize the following statements and commands in Alphabetical 
order: 

1., POWER/VS Job Entry Control Language (JECL) 

2. Central Operator Commands 

3. P0WER/VJ3 RJE Terminal Corrmands. 



i Operation 
^ 

♦ $$ CTL 



j Operand 
rCLASS= /a 



j Remarks 



■i 



(class Jj 



Specifies a default input class that is 
assigned to all jobs whose input class was 
not assigned in an * $$ JOB statement, 
class = A-Z (partition-independent), or 
0-U (partition-dependent) 



♦ $$ DATA 



♦ $$ EOJ 



name 



(no operand) 



Specifies the name of the corresponding 
* $$ DATA statement in the source 
statement library book ^wheiffe data is to be 
inserted, name = 1-8 alphameric 
characters. 



— jBT^r- ■ 

Indicates the end of a POWER/VS job. 



* $$ JOB 



* $$ JOB 



[AyTONAME] 
Ljobname J 

LdispositionJ 
, [priority] 
, [class> 

K ey word „ Format 

JNM=MyTONAMEn 
\jobname (J 
",disp=/d 

(disposition 



}] 



[,PRI'=priority] 

[,CLASS=class] 

[ , USER-user-inf oriration] 



Indicates the beginning of a POWER/VS job 
and provides handling information, 
jofcname = 2-8 alphameric characters 
disposition = D: delete" after processing 

H: hold 

K: keep etfter processing 

L: leave in queue 

priority = 0-^9 (9 is the highest 
priority) . 

class = A-Z (partition-independent) 
0-H (partition-dependent) 

user-inf oriration = 1-16 bytes; may be 
specified in quotes, so that blanks may be 
included. 



Figure 28. iSMmmary of POWER/VS JECL Statements (Part 1 of 3) 
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[Operation j Operand 



h 



Remarks 



* $$fLST\ 
\PRTf 



♦ $$/ImST) 
iPRTf 



Positional Format 



|_dispositionLclassJ J 

] 



forras-numberj 

i ' 1 

nuraber-of- copies 



_tape-devaddr 



,[norbml3 
, [linetab] 

Keyword Format 

blSP= 



i^ . 11 

\ disposition /J 

,CLASS=(A y\ 

\class)J 



:}] 



[,REMOTE=remid] 

L \forms-number 

[, JSEP=sep] 

r,COPY=(l 

L Inumber-of-copies 

[,TADDR=tape-devaddr3 

[ , RBM= { no'rbml , norbm2 ) 1 

[,LTAB=linetab] 

(,RBS=norbs) 

[,UCS= (phasenaire [, option] 

[ , FCB=phasenair.el 

[,LST=listaddrl 



Ireinid = 0-200 
I = central operator 
I f orms-nuraber =1-4 alphameric characters 
|sep =0-9 

j number-of-copies = 0-99 
I tape-devaddr = cuu, or 
cuu,X' ss' , 



I cuu,X' ss' , 

I or X'cuu'.ss, or cuu,ss, 
I liorbirl = 1-6 digits 
I norbra2 = 1-6 digits 



}] 



Provides handling information for 
printed output. 



disposition = D 
H 
K 
L 
N 
R 
T 

class = A-Z 
reroid = 0-200 
= —-- — ■• - 



delete after processing 

hold 

keep after processing 

leave in queue 

do not intercept 

delete after processing 

spool to tape 



= 0-99 
uu, or X'cuu', or 



or X'cuu' ,X'ss' 



linetab = 26 digits; specifies the 
carriage control tape format 



norbs = 1-6 digits 
phasename =1-8 characters 
option = F, C, FC, or CF) ] 
listaddr = SYSxxx (SYSLST or any 
programmer logical unit) or cuu, or X'cuu' 



* $$ PUN 



* $$ PUN 



Positional Format 



[5 
Ldi 



r^ 11 

; LclassJJ 



disposition _ 

forms- numberj 
1 

number-of-copies 
tape-devaddr 
[norbml] 



Kexword_Format 



Provides handling information for 
punched output. 



■] 



disposition = D 
H 

I 
K 
L 
N 
R 
T 



delete after processing 

hold 

return to input 

keep after processing 

leave in queue 

do not intercept 

delete after processing 

spool to tape 



[' 



<2 II 

(disposition^ J 

(^ 11 
(classf J 

=remid] 
\ forms-number /J 



DISP=^_ 

sposition 
CLASS=; 

' class 
[,REMOTE=remid] 

,FNO= 

umber 



[, JSEP=sep] 

r,COPY=iri 

L (number-of-copies 

[,TADDR=tape-devaddr3 

[ , RBM= ( norbml , norbm2 ) ] 

[,RBS=norbs] 

t,PUN=punaddr] 



}] 



class ="A-Z 

forms-number = 1-H alphameric characters 

remid = 1-200; .0 = central location 

sep =0-9 

number-of-copies = 0-99 

tape-devaddr = cuu, or X'cuu', or 

cuu,X'ss', or X'cuu' ,X'ss' , or cuu,ss, or 

X'cuu', ss 

norbirl = 1-6 digits 

norbm2 = 1-6 digits 

norbs = 1-6 digits 

punaddr = SYSxxx: SYSPCH or any 

programmer logical unit (or cuu or X'cuu') 



Figure 28. Summary of POWER/VS JECL Statements (Part 2 of 3) 
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p ^ 

I Operation | Operand 

|. _ ..+ _^. 

Positional Forrrat 



j Remarks 
-+ 



* $$ RDR 



* $$ RDR 



[physical- unit-number] 
., ['file-id' ] 

'fi 1 

Lnumber-of-diskettesJ 

, [S] 



[D£V=physical-unit-number] 
[,FID='file-id'3 

f.NOD=|i n 

L Inumber-of-diskettes/J 

[ 



UesJ 
,VER=/Ng n 

I YES /J 



Inserts a diskette file into the input 
stream. 



S = volume sequence checking 



Physical unit-number = x'cuu' or cuu 
file-id = 1-8 alphameric characters 

nuirber-of-diskettes = 1-255 
volume sequence checking 

check on file verification 



* $$ SLI 
1* $$/£ 



[sublib. Jbookname 

(no operand) 
(no operand) 



Inserts data from a sublibrary into the 
job stream. 

sublib = A-Z or 0-9, $, #, or a 

Indicates end of job step. 

Indicates end of job. 



; 



Figure 28. Summary of POWER/VS JECI Statements (Part 3 of 3) 
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I Operation 



j Operand 

I . 

1 tapeaddrl, filename] | 
< DISK, filename , 
(del j 



j Remarks 



H 



/paccountI 



Saves accumulated account file records 
If no operand, the account file is spooled 
to the punch queue with priority 1 in 
output class P and with disposition equals 
HOLD. 



tapeaddr = write the account file to a 
tape unit. The format is: 

cuu 
X'cuu' 

(CUUjX'SS*) 

(X'cuu',X'ss") 
(cuu,ss) 
(X'cuu", ss) 

DISK = write the account file to disk, 
filename =1-7 alphameric characters. 
DEL = delete the account file. 



(PALTER) 



(jobname [ ,jobnumber], 
ALL I 

♦ abc 
classl ^ 

[,PRI=priority] 
[ ,DlSP=disposition] 
[,CLASS=class2] 
[ , COPY=number-of - 

copies] 
[,REMOTE=remid] 



Changes the attribute parameters of a 
queue entry. 



jobname = 2-8 alphameric characters 
jobnumber = 1-5 digits 
ALL = alter all queue entries 
♦abc = any combination of 1-7 

alphameric characters 
classl = A-Z or 0-4 
priority = 0-9 
disposition = H: hold 

K: keep after processing 

L: leave 

D: delete after processing 

class2 = A-Z or 0-4 

number-of-copies = 0-99 

remid = 0-200; = central operator 



(PERDCSTl 



remid, 'text' 



Transmits a message from the central 
operator to the remote user(s). 

remid = 0-200 or ALLUSERS; 

= central operator 
text = 1-40 characters 



/pcancel) 



[STATUS] 



Terminates printing initiated by a 
PDISPLAY command. 



Figure 29. Summary of Central Installation Operator Coirmands (Part 1 of 4) 
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r- T 

I Operation | Operand 

^___ :.| — 



j Remarks 

^ __ __ :.. 

Deletes from the specified queue; 



a specific job 

all jobs 

a class 

all jobs beginning with the letters abc 

queue = LST, PUN, or RDR 

jobname = 2-8 alphameric characters 

jobnumber = 1-5 digits 

ALL = delete all queue entries 

class = A-Z or 0-U 

abc = any combination of 1-7 alphameric 
characters 

n = delete ALLUSERS-type message 
numbered n. If omitted, all 
ALLUSERS-type messages are deleted. 



fPDELETEj, 



queue, 
MS3[,n] 



I jobname [ , jobnumber]] 
I ALL 

Iclass j 

i *abc ) 



(PDISPLAyi 



/queue, jobname [, jobnumberJV 
[queue [, ALL] 
I queue, HOLD 

queue, FREE 

queue , RJE [, remidl 
I queue, LOCAL 

queue, ♦abc 
[queue, class 



ALL[,listaddr] 

HOLD 

FREE 

RJE[,remid] 

LOCAL 

*abc 

MSG 
A 
M 
Q 



Displays the status in a specified queue 
of: 

a specific job 

all entries of a specific job 

all non-dispatch:-ible entries 

all dispatchablfj entries 

all RJE-type entries 

all entries s .bmitted by or routed to the 

central loc? _i6n 

all jobs beginning with the letters abc- 

all entries with a specified class 

Displays the status of: 

all entries in all queues 

all non-dispatchable entries in the system 

all dispatchable entries in the system 

all RJE-type entries in the system 

all entries in the system submitted by or 

routed to the central location 

all jobs in the system beginning with the 

letters abc 

all ALLUSERS-type messages 

all active reader/writer tasks 

all system messages 

number of free records and free account 

records 

queue = LST, PUN, or RDR 

jobname = 2-8 alphameric characters 

jobnumber = 1-5 digits 

remid = 0-200; \ 

= ce*^'tral operator 
♦abc = any combination of 1-7 alphameric 

characters 
class - A-Z or 0-4 
listaddr = cuu or X'cuu* 



PEND 



[uraddr 1 
KlLL[,uraddr]J 



Terminates POWER/VS, or 

terminates POWER/VS for emergency reasons. 

uraddr = cuu or X'cuu' 



Figure 29. Summary of central Installation Operator Commands (Part 2 of 4) 
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i Operation, j Operand 

H -— + 



I Remarks 



(pflushI 



(uraddrtHOLDl \ 
\ partition ( , HOLD] / 



Flushes an active job or partition and, 
if specified, puts it in the hold state. 



uraddr = cuu or X'cuu' 

partition = BG, F4, F3, F2, or Fl. 



/PGOl 
IG / 



f uraddr 

\ partition, cuu ] 



Activates a task or a partition. 

uraddr = cuu or X'cuu' 

partition = JlGf -Fi, F2, F3, or F't, 



/PINQUIRi:) 



(lineaddr) 
lALL / 



Provides status information for one line 
or for all lihes. 

lineaddr = cuu or X'cuu' 



(PRELEASE) 



I queue, jobname I , jobnuirber ] 

queue [,AiLLl 

queue, class 
[queue, *abc 



Releases from the specified queue and 
makes them dispatchable: < 

one entry 

all entries 

all entries of a specific class 

all entries beginning with the letters abc 

queue = LST, PUN, or RDR 
jobname = 2-8 alphameric characters 
jobnumber = 1-5 digits 
class = A-Z, or 0-4 

*abc = any combination of !-> alphameric 
characters 



/PRESTARTJ. 



uraddr I, n] 



Restarts a list writer task 

uraddr = cuu or X'cuu' 

n = 0-9999 (with or without minus sign) 



PSETUP 



uraddr [,n] 



Prints the page layout. 

uraddr = cuu or X'cuu' 
n = 1 or 2 digits 



|PSTART) 



task, uraddr [, class] [,bufno] 
task, uraddr , tapeaddr 
partition [ , class ] [ , outputclass ] 
RJE, lineaddr [password] 



Starts an RDR, LST, or PUN task, partition 
or RJE line. 

task = RDR, LST, or PUN 

uraddr = cuu or X'cuu' 

bufno = 1 or 2 (card reader only) 

class = A-Z or 0-1 

tapeaddr = x'cuu' (only for list and punch 

tasks) 
partition = BG, FU, F3, F2, or Fl 
outputclass = A-Z 
lineaddr = cuu or X'cuu' 
password = up to 8 alphameric cheiracters 



Figure 29. Summary of Central Installation Operator Commands (Part 3 of 1) 
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jOiJeration j Operand 



j Remarks 



ipSTARTJ 
(continued!) 



RbR, uraddr [ , class] , uraddr 
I,bufno] 



RDR,uraddr( , class 



If, 'file-id •■) 
L rfile-id J 






number-of- diskettes 



[,S][,V3] 



Starts a reader task that merges a 
SS^iO diskette file with card input. 

Starts a reader task that reads both 
JCL statements and data from a 3 540 
diskette. 



•file-id* - filename. If not placed 

between quotes, blanks are allowed 

nuirber-of-diskettes = maximum number of 

diskettes to be read (one to three digits, 

1-255) 

S = volume sequence checking 

V = check on file verification 



H 



JPSTOPV 



uraddr r,EOJ Ti 
t,RESTARTj 
partition 
lineaddr(,EiOJ] I 



Stops a task, partition, or RJE line, 
uraddr = cuu or X'cuu' 
partition = BG, Ft, F3, F2, or Fl 
lineaddr = cuu or X'cuu' 



Figure 29. summary of Central lnstallat;ion Opereit or Commands (Part *» of '»)v 
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Operation 



h 



Operand 



ALTER 



queue, 



jobnanie [ , jobnuniber] ) 
ALL I 

*abc i 

classl ' 

[,PRI= priority] 
[ , DISP=clisposition] 
[,CLASS=class2] 
[ ,COPY=number-of -copies] 
[ , REMOTE=reniid] 



Remarks 

Changes the attribute parameters of 

jobs submitted by or routed to the 

remote user. 

queue = LST, PUN, or RDR 

jobname = 2-8 alphameric characters 

jobnumber = 1-5 digits 

*abc - any combination of from 1-7 

alphameric characters 
disposition = H: hold ^ 

K: keep after processing 

L: leave 

D: delete after processing 



class2 = A-Z or 0-4 
number-of-copies = 0-99 
remid - 0-200; , 

= central operator 



BRDCST 



remid, ' text' 



Transmits a message to the central 
operator, to another user, or to all users 
(ALLUSERS). 

remid = 0-200, or ALLUSERS. 

= central operator 
text = 1-59 characters 



DELETE 



queue , jobname [ , jobnumber] 

queue, ALL 

queue, class 

queue, *abc 

MSG[,n] 



Deletes jobs or messages submitted by or 

routed to the remote user. 

queue = LST, PUN, or RDR 

jobname = 2-8 alphameric characters 

jobnumber =1-5 digits 

class = A-Z or 0-4 

♦abc = any combination of 1-7 alphameric 

characters 
MSG,n where n = message number 



—i 



DISPLAY 



queue, jobname [ , jobnumber] 

queue [, ALL] 

queue, HOLD 

queue, FREE 
I queue, ♦abc 
|queue,class 

\all 
Ihold 

[FREE 
*abc 
MSG 



Displays the status of jobs submitted by 

or routed to the remote user. 

queue = LST, PUN, or RDR 

jobname = 2.-8 alphameric characters 

jobnumber = 1-5 digits 

♦abc = any combination of from 1-7 

alphameric characters 
class = A-Z or 0-4 



♦ . . FLUSH 



/task ) 
I task, HOLD/ 



Flushes an active RJE writer task, 
task = LST or PUN 



GO 



task 



Reactivates an RJE writer task, 
task = LST or PUN 



Figure 30. Summary of Central Installation Operator Commands (Part 1 of 2) 
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r T -~ — 

I Operation | Operand 



I Remarks 



♦ ... RELEASE 1 


queue, jobname [ , jobnumber] 
queue [, ALL] 
queue, class 
queue, *abc 


(Releases jobs submitted by or routed to | 
1 the remote user. | 
1 queue = LST, PUN, or RDR | 
1 jobname = 2-8 alphameric characters j 
1 jobnumber = 1-5 digits | 
1 class = A-Z or 0-4 | 
1 *abc = anycombination of 1-7 alphameric j 
I. characters | 


* .. RESTARTUtask ) | Restarts an RJE writer task. | 
|\task,nf |task = LST or PUN I 
1 |n = 0-9999 | 

J. _, J. _ : J 


. — ^ _ — _ ^ _ — ^ 

* .. SETUP |LST[,n] | Prints the page layout. | 
1 |n = 1-2 digits 1 

!.__ X.— - - _ -■ 


_,_.j _ _ ^_ _ _ _ 

♦ . . SIGNOFF| (no operand) | Terminates a session by the remote user. | 

___, _ ^ i , .1 _ _ ^. _■ _j 


_ ^ — — „^ _ _ . — _ -.-1 

* .. SIGNON 1 remidC, password] | Starts a session by the remote user. | 
1 [, user-information] | I 
1 jremid = 1-200 I 
1 [password = up to 8 alphameric characters j 
1 1 user-information = up to 16 bytes | 
_, 1 ^ _.; 1 _ ' J 


^ — — — ^ _ _ . - _ ^ 

* .. START 1 (task 1 1 Starts an RJE writer task or the printing | 

1 task, class [ | of messages. j 

1 (MSG ) 1 task = LST or PUN j 

I 1 class = A-Z 1 

_ . __i^ i - J 


♦ .. STOP 1 


task 

task,EOJ 
task, RESTART 
MSG 


T 1 

1 Stops an RJE writer task or the printing | 
1 of messages. | 
Itask = LST or PUN | 
1 1 



Figure 30. Summary of POWER/VS RJE Terminal Commands , (Part 2 of 2) 
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display, CSEBV 135 

MMNT prograa 113 
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holding a Job entry 
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IJSISPC 


i:n 
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1 :m 


IJSISSS 


1 .1 1 
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131 


IJSItSSL 


131 
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